Royal Warrant Holders to Hi8 Majesty The King. 

~ & %> & 

CATALOGUE OF 

Up-to-date - — — 

HYBRID 

AND OTHER 

ORCHIDS. 




Offered by 

WILLIAM BULL & SONS, 

establishment for flew anb *Kare plants, 

KING’S ROAD, CHELSEA, LONDON, S.W. 

Cables and Telegrams:— “ BULL, CHELSEA, LONDON.” 



Ift^brib Orcblbs 



Odontiodas, Sophrocattleyas, Sophrolselias, Sophro- 
cattlaslias, Brassocattleyas, Brassoleelias, Brassocattlae- 
lias, etc., etc. 




BRASSOCATTLEYAS. 



We have much pleasure in offering the following in 
healthy plants, with 5 to 7 bulbs each. 

1 Alexanderii. C. CitrinaxB. Digbyana 

2 Chamberlain iae. C. ChocoensisxB. Digbyana 

3 Cliftonii. VeitchiixC. lrianaji Uplands var. .. 
i Fournierae. C. labiatax B. Digbyana .. 



strong, 



£ s. cl. 

4 4 0 

4 4 0 

4 4 0 

4 4 0 
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HYBRID ORCHIDS — continued. 



£ s. cl. 



5 Heatonensis. C. HardyauaxB. Digbyana .. .. ... .. 4 4 0 

6 Hyese. C. Harrisonioe x B. Digbyana .. .. 440 

7 Leemanniae. C. Dowiana auroaxB. Digbyana .. .. .. 4 4 0 

8 langleyense. C. Schroderce x B. Digbyana .. .. .. .. 4 4 0 

9 „ var. Bradshawiae. C. Scbrbderie alba xB. Digbyana 4 4 0 

10 „ „ superba „ „ 4 4 0 

11 Mariae. 0. Warncrii x B. Digbyana .. .. .. .. .. 440 

12 Maroni. C. Mendoiii x B. Digbyana .. 440 

13 Maroniae. 0. GigasxB. Digbyana 440 

14 Moneta. Maronia; x C. Gaskelliana .. .. .. .. .. 440 

15 nivalis. G. intermedia xB. fragrans .. .. .. .. .. 440 

1G striata. C. Mossite x B. fragrans .. .. .. 440 

17 Thorn tonii. 0. Gaskelliana x B Digbyana 4 4 0 

18 Veitchii. G. MossioexB. Digbyana .. .. .. .. .. 440 



BRASSOCATTUELIAS. 



We offer the following in strong, healthy plants, with 5 to 7 
bulbs each, 



19 Agamedes. C. iabiataxB. L. Gratrixia? 

20 Celeus. B-l. Gratrixice x G. Dowiana aurea 

21 Lua, B-l. Gratrixice x L-c. G. S. Ball 

22 Thera. L-c. G. S. Ball x B. Digbyana 

23 Thompsonii, B-l. Veitchii x C. Gaskelliana 

24 Veitchii. L. purpuratax B.-c. Veitchii . . 



4 4 0 
4 4 0 
4 4 0 
4 4 0 
4 4 0 
4 4 0 



BRASSOL/ELiAS. 



The following are offered in strong, healthy plants, with 5 
bulbs each. 



25 Helen. L. tenebrosa x B. Digbyana 

26 Mackayii. L. elegansxB. Digbyana 

27 Gratrixiae. L. cinnabarina x B. Digbyana 

28 Veitchii. L. purpuratax 13. Digbyana .. 

29 Suessa. L. cinnabvosaxB. Digbyana 



2 

2 

1 

3 

2 



CATTLEYAS. 



The following are offered in strong, healthy plants, with 5 
bulbs each. 



30 Aliciae. labiataxlris 

31 Apollo. Mossice x Aclandine 

32 Ariel. Bowringiana x Gaskelliana. . 

33 Armainvillierensis. Mendoiii x gigas . . 

34 Armstrongiae. HardyanaxLodigesii .. 

35 Atalanta. Leopoldi x gigas 

36 „ superba. Leopoldi x gigas . . 

37 Breauteana. Loddigesii x superba 

38 calummata. intermedia xAclandno 

39 „ magnifica. intermedia x Aelandim 

40 „ superba. ,, „ 

41 Cecilia. LawrenceanaxTrianaS .. 

42 „ magnifica. Lawrenceana x Triance .. 

43 Charlesworthii. Bowringiana x superba 



1 

1 

1 

2 

1 

1 

2 

1 

2 

5 

3 

1 

2 

1 



to 



2 

2 

1 

3 

2 



to 



1 
1 
1 

2 
1 

11 

2 

1 

2 

3 

3 

11 

2 

1 
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0 

0 

0 

0 

0 
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0 

0 

0 

0 

0 

3 

0 

0 

0 

0 

0 

6 

0 

0 



HYBRID ORCHIDS— continued. 
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44. Chamberlainiana. Leopoldi xaurea. . 

45 Claesiana. intermedia x Loddigesii 

46 Clarkiae. bieolor x labiata 

47 Claudian. Lucdomannianax Schilleriana 

48 Comet. Warnerii x Dowiana aurea 

49 Dallemagneee. Mossise x granulosa .. 

50 Dusseldorfi, var. Undine, intermedia alba x Mossise Wagenerii. 

Price on application. 

51 Elvina. Schilleriana xTrianse .. 

52 „ var. Diana. Schilleriana x Trianio 

53 Empress Frederick. Mossise x aurea 

54 „ „ superba. Mossise x aurea 

55 Enid. Mossise x gigas 

56 „ magnifica. Mossise x gigas 

57 „ superba. „ ,, 

58 Fabia. labiata x aurea 

59 Fernand Denis, gigas x Aclandi® 

60 Feuillatii. Leopoldi x superba .. 

61 Fowlerii. Leopoldi x Hardyana 

62 fulvesoens. Forbesii x aurea 

63 F. W. Wigan. Schilleriana xaurea £3 

64 Germania Sohofieldiana x Hardyana . . 

65 „ magnifica. Schofieldianax Hardyana 

66 Geleniana. bicolor x Lueddemanniana 

67 Goossensiana. Gaskollianax Schilleriana 
6S Gratrixiae. granulosa x Harrisoniso 

69 Harold, var. Peetersae. Gaskelliana albax Warscewicz 

70 Hyeae. Mossise Wagoner. ix Gaskelliana alba .. 

71 Irene. Bowringianax tenebrosa 

72 Iris, bicolor x auroa 

73 „ aureo-margenata. bicolorxaurea 

74 „ fascinator. ,, ,, 

75 Jupiter. Lawronceanax gigas ; 

76 Leda. Percivalianax Dowiana aurea 

77 Lottie. Aclandise x Triantei Backhouseana 

78 Lucida. Bowringianax Schilleriana 

79 Mantinii. Bowringianax aurea . . 

80 „ nobilior. Bowriugiana x aurea 

81 Minutia. Loddigesii x gigas 

82 Miranda. Leopoldi x Triamn 

83 „ var. Zeno Loopold xTrianse 

84 Mrs. H. Greaves. Harrisonisex Gaskelliana alba 

85 Niobe. Aclandi® x Mendelii 

86 Octave Doin (Octavia). Mendelii x aurea 



£ s. d. 

6 5 0 
1 1 
1 1 
2 12 
S S 
3 3 



0 

0 

6 

0 

0 



87 olivetensis. maxima x Loddigesii 

88 Parthenia. fimbriatax Mossise 

89 „ vernalis. fimbriala x Mossise Wageneri 

90 Peetersii. labiata x Hardyana . . 

91 Phyllis, bicolor x velutina 

92 Pittiae. Harrisonisex auroa 

93 Pomona. Bowringiana x guttata 

94 Portia. Bowringianax labiata 

95 „ superba. Bowringiana x labiata 

96 Raphaelae. Dowiana aurea xTriause .. 



97 Rosa, amethystoglossax Dowiana aurea 

98 Rothschildiana. Gaskelliana xaurea 

99 ,, var. delicata. Gaskelliana alba 

100 Yacuna. Rothschildiana xlabisita Amosiso 

101 Vulcan. Mossise x Schilleriana .. 

102 „ magnifica. Mossise x Schilleriana .. 

103 Wavriniana. gigas x Schofieldiana 

101 Weedoniensis. Mendolx granulosa 



105 



var. Kubelik. Mendellii x granulosa 



2 

3 

2 

3 

3 

5 

8 

2 

1 

1 

1 

2 

5 

2 

3 

3 

2 

1 



0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 



alba 1 Price on 
J application. 
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1 
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2 12 
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3 
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HYBRID ORC H I DS — continued. 



106 Wendlandiana. Bowringianaxgigas.. 

107 Whitei. Warneriix Schilleriana . . 

108 Whitleyae. Bowringiana x Massiana .. 

109 Williamsiae. Ilarrisona; xGaskelliana 



& s. d. 

1 1 0 
6 6 0 
3 3 0 
2 2 0 



L/ELIOCATTLEYAS. 

The following are offered in strong, healthy plants, with 5 to 7 
bulbs each. 



110 Admiral Dewey. C. Warncrii formosa x L. elegans Masterii 

111 Alcyone. L. flavaxC. Schilleriana 

112 Albanensis. 0. Warneriix L. grandis. . .. 

113 „ inversa. L. grandis x 0. Warnerii 

114 Amazone. C. maxima x L. purpurata 

115 t var. Dante. G. maxima x L. purpurata. . 

116 Andromeda. L. flava x C. aurea 

117 Antigone. L. purpurata x C. Schilleriana 

118 Aphrodite. C. Mendelii x L. purpurata • 

119 ti nobilior. C. Mendelii x L. purpurata £4 4 0 and 

120 Arachne. L. C. HaroldianaxC. labiata 

121 Ariel. L. CowaniixC. aurea 

122 Ascania. L. Xanthia x C. Triante 

123 Baden Powellii. L. tenebrosa x C. Lawrenceana 

124 Bella. L. purpurata xG. labiata .. 

125 Bertha Fournier. L. elegans x C. aurea 

126 Bletchleyensis. L. tenebrosa x C. gigas 

127 Boy lei. L. anceps ChamberlainianaxC. Trianso 

128 callistoglossa. L. purpurata x C. gigas .. 

129 „ magnifica. L. purpurata x C. gigas 

130 Canhamiana. L. purpurata xC. Mossise .. .. • • 

131 M alba. L. purpurata alba xO. Mossise Keinetlnana. . 

132 „ Rex. L. ,, ,, ,, » . • ■ 

133 „ Rosslyn variety, L. purpurata, special variety 

x C. Mossise, tine variety. Price on application. 

134 Cappei. L. cinnabarinax C. gigas 

135 Charlesworthii. L. cinnabarina x 0. aurea . . 

136 Choletiana. C. Mossue x L. superbiens 

137 Clive. L. prsestans x C. aurea 

138 Cranstounse. C. Harrisonia violaceaxL. tenebrosa 

139 Cupid. C. Mossise x L. Latona 

140 Dominiana. L. purpurata xC. aurea 

141 „ magnifica. L. purpurata x 0. aurea .. 

142 Donna Roma. 0. granulosa aurea x L. tenebrosa 

143 Dora. L.-c. Hippolyta Phoebe xC. Schroderse.. 

144 Doris. L. harpopbylla x C. Triante 

145 Elinor. L. Coronotx C. Schrudcrte 

146 Eurydice, L.-c. Gottoiana x C. Empress Frederick . . 

147 Fascinator. L. purpurata x G. Schroder® coerulescens 

148 Frau Minna Rassbach. C. Schilleriana xL. purpurata 

149 Galatea. L Dayana x C. Schofieldiana. . 

150 G. G. Whitelegg. L.-c. callistoglossa xG. Hardyana 

151 Gottoiana. C. Warnerii x L. tenebrosa 

152 ,, superba. C. Warncrii xL. tenebrosa 

153 G. S. Ball. L. cinnabarina x C. Schroderse .. 

154 Haroldiana. L. tenebrosa x C. Hardyana 

155 Helena. L. cinnabarina xC. Schilleriana .. 

156 Henrietta. Bowringiano-superba x L.-c. Haroldiana 

157 Henry Greenwood. L. elegans Stelzneriana x G. Hardyana 

158 Hera. L.-c. IssyxG. Hardyana 

159 Hesperia. L.-c. Statterianax L.-c. Plaroldiana 



3 3 0 
3 3 0 
110 
110 
1 1 0 
2 2 0 
2 2 0 
1 11 6 
2 2 0 
5 5 0 
110 
110 
1 11 6 
2 2 0 
110 
2 2 0 
110 
1 11 6 
110 
1 11 0 
1 1 6 
5 5 0 
5 5 0 



110 
110 
1 1 0 
1 1 0 
110 
110 
3 3 0 
5 5 0 
110 
110 
110 
2 2 0 
5 5 0 
5 5 0 
110 
1 1 0 
5 5 0 
1 1 0 
1 11 6 
1 1 0 
110 
110 
2 2 0 
2 2 0 
110 
2 2 0 
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HYBRID ORCHIDS — continued. 
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Highburyensis. L. cinnabarina x C. Lawrcnceana 
Hippolyta. L. cinnabarina x C, Mossise 
Hurstii. L. purpurata x C. Skinnerii .. 

Hyeana. L. purpurata x C. Lawrenceana 
Illustre. L. Latonax G. aurea .. 

Ingramii. Tj. Dayana x C. aurea 
Irene. 0. Bowringianax L. tenebrosa .. 

Issy. L. tenebrosa x C. Loopoldii. . 

Ivernia. L.-c. callistoglossax L. tenebrosa 
Jeannette. L.-c. GottoianaxC. labiata 
Kathleen. L. tenebrosa x L.-c. Canhamiana . . 

Kerohoviae. L. anceps alba x C. Trianie alba 
Lady Hiller. L. cinnabarina x C. granulosa. . 

La France. L tenebrosa x C. bicolor .. 

Lambeauiae. L. prsestansxC. Hardyana 
Larissa. C. Mendelii x L. flava .. 

Lilian. L.-c. Sallierii x 0. Gaskelliana .. 

Lucia. C. Mondelii x cinnabarina 
Lucille. C. MosskexL. cinnabrosa 
luminosa. L. tenebrosa x C. aurea 

Luna. C. Harrisonioe x L. harpophylla 

Lydia. L. Cowanii x C. Gaskolliana alba 
Mandarin. L. crispa x C. Schofioldiana 
Martinettii. C. Mossise x L. tenebrosa 

Marseillense. C. Trianie x C. aurea 

Manuel. C. Mendelii x L.-c. Canhamiana 
Mercia. C. Schroderoe x C. flava 
Milly. L.-c. Bletchleyensis x C. Mantinii 
Mollie. C. Trianrex L.-c. Phoebe 
Myra. C. Triansex L. flava 
Nemea. G. Mantinii x L.-c. Haroldiana 
Norba. L. xanthina xC. Mossite. . 

Nysa superba. Ij crispa x C. gigas 

Pallas. L. crispa x C. Dowiana .. 

Phoebus. L. C. Cappei x C. Iris .. 

Phryne. C. Warscewiczii x L. xanthina 

Plato. L. Perrinii x C. Bowringiana 

Prospraro. L.-c. Charlcsworthii x C. Triause .. 

Remula. L. tenebrosa x C. Aclandhe .. 

Rosamund Taylor. L. cinnabarina x C. Schofieldiana 
Ronald. L. purpurata x L.-c. Phoebe .. 

Sallierii. L. purpurata Williamsii x C. Loddigcsii .. 

Schilleriana. syn. L. elegans Schilleriana 

Scylla. L.-c. Cappii x 0. Rothschildiana 
Sibyl. C. Mendelii x L.-c. Dominiana .. 

Statteriana. C. labiata x L. Perrinii 

Sunray. L. cinnabarina x C. superba .. 

Sylvia. L.-c. Phoebe x L. G. Ascania 
tenebrosa superba. L. tenebrosa X C. superba 
Thalia. L.-c. Charlesworthii x C. Trianae 
velutina elegans. C. veiutina x L. elegans . . 

Yeronique. C. Mendelii x L. cinnabrosa 
Yinesiae. L. tenebrosa x L.-c. Phoebe .. 

Yioletta. L. purpurata xC. Gaskelliana 

„ alba. L. purpurata alba xC. Gaskelliana 

Yirginia. L. purpurata alba x 0. Harrisonire alba .. 
Warnhamensis. L. cinnabarina xC. Triante 

,, var Hypatia. L. cinnabarina xC. Trianre 

Normanii .. 

Wellsiana. C. Tri an asxL. purpurata 

Wilhelmina. L. olegansxC. labiata 



£ s. d. 

1 1 0 
110 
1 1 0 
4 4 0 
4 4 0 
1 1 0 
1 1 0 
110 

4 4 0 
2 12 6 
3 3 0 

5 5 0 
110 
2 12 6 
2 12 6 
2 12 6 
2 2 0 
110 
1 1 0 
110 
110 
110 
110 
110 
3 3 0 
3 3 0 
2 2 0 
2 12 6 
1 1 0 
2 2 0 
2 2 0 
1 11 6 
1 1 0 
1 1 0 
1 1 0 
1 1 0 
1 11 6 
2 2 0 
1 1 0 
110 
110 
110 
110 
110 

3 3 0 
110 
110 
110 
110 
1 11 6 
110 
110 
1 1 0 
2 2 0 

4 4 0 

6 6 0 
110 

110 

110 

110 
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HYBRID ORCHIDS— continued. 



£ s. (1. 

ODONTIODAS. 

Nice, healthy plants, with 2 bulbs and a lead. 

220 Bohnhofiae. Odontoglossum cirrhosum x Cochlioda vulcanica .. 5 5 0 

221 Bradshawiae. Cochlioda NoezlianaxOd. crispum .. .. .. 26 5 0 

222 Charlesworthii. C. NoezlianaxOd. Harryanum .. .. .. 26 5 0 

223 Chelseiensie, “ Award of Merit.” C. vulcanica grandifiora x 

Od. crispum .. .. .. .. .. •• •• • • 21 0 0 

224 Heatonensis. Od. cirrhosum x C. sanguinea 5 5 0 

225 Lutetia. C. Noezliana x Od. lutoo purpureum 26 5 0 

226 Yuylstekeae. C. Noezliana x Od. Pescatoroi .. .. .. .. 26 5 0 

SOPHROCATTLEYAS. 

Nice, healthy plants, with 3 to 5 bulbs each. 

227 Chamberlainii. C. Harrison® x S. grandifiora 10 10 0 

228 Doris. 0. aureaxS grandifiora .. .. 880 

229 Eximia. 0. Bowringiana x S. grandflora . . . . . . . . 7 17 6 

230 Marcus. 0. Enid x S.-c. Calypso .. .. .. .. .. 880 

231 Nydia. C. calummata x S. grandifiora . . .. 15 15 0 



SOPH ROL/ELIAS. 

Nice, healthy plants, with 3 to 5 bulbs each. 

232 Felicia. L. Dayana x S.-l. Heatonensis. . .. .. .. .. 3 3 0 

233 Marriottii. L. flavax S. grandifiora .. .. .. 550 

234 Psyche. L. cinnabarinaxS. grandifiora .. .. .. ., 110 



SO PH ROC ATT L>E LI AS. 

Nice, healthy plants, with 3 to 5 bulbs each. 

235 Leda. L. praestansx S.-l. Gratrixise .. .. .. 4 4 0 

236 Nestor. S.-l. Gratrixise x C. Dowiana .. .. .. .. .. 330 

237 OliVe. S.-l. Pyschex C. Enid .. .. .. .. .. 440 

238 Pandora. S.-l. Heatonensis xC. Dowiana Rosita .. .. 4 4 0 

239 Penelope. S.-l. Psyche x L.-c. Haroldiana .. .. .. .. 3 3 0 



GENERAL CATALOGUE 

OF 

ORCHIDS. 



ACANTHEPHIPPIUM. 

241 javanicum, nice plant .. 

242 sylhetense, healthy plant. . 

ANCISTROCHILUS. 

243 Thompsonianus (syn Pachystoma), grand plants, 3 strong bulbs 

>, stronger plants, with 4 extra strong bulbs, 1 and 

2 now bulbs 

245 Gentillii, strong plants 

ACINETA. 

246 Barkerii, fine plants, 4 bulbs, 1 lead 

247 colossa, nice plant, with 5 bulbs . . 

248 Humboldtii, fine plant 

ACROPERA. 

249 Loddigesii, fine plant, 12 bulbs, 2 leads 

ADA. 

250 aurarttiaoa, strong, hoalthy plants 

251 „ punctata, strong plant, 4 bulbs, 2 leads 

/ERIDES. 

252 affine, good plant, 3 pairs of leaves 

253 „ roseum, fino plant, 4 pairs of leaves 

254 crassifolium, strong plant, 7 leaves 

255 crispum, healthy plant 

256 cylindricum, nico plants, with 8 to 10 good leaves . . 

257 expansum, extra strong plants 10s. 6d. to 

AERIDES. 

258 Fieldingii, good healthy plant 15s. Od. to 

259 Houlletianum, strong plant, 12 leaves, 18 ins. high . . 

260 „ „ 16 „ 2 ft. „ 

261 Lobbii, good plant, 3 leaves 

202 „ „ 7 ,. 

263 maculosum, healthy plant 

264 odoratum, strong plants, with 4 to 6 pairs of leaves 

265 „ fine, strong plants, 20 leaves 

266 Sanderianum, strong healthy plant 

267 Savageanum, hoalthy plant, 5 leaves .. 

268 vandarum, fine plants 

269 virens, strong, healthy plants 10s. 6d. to 



£ s. d. 

110 
1 1 0 



0 15 0 

1 1 0 
1 11 6 



0 15 0 

1 1 0 
110 



0 15 0 



0 5 0 
110 



110 
2 2 0 
0 10 6 

0 7 6 
110 



2 2 0 
2 2 0 
3 3 0 
0 10 6 

0 15 0 

1 1 0 
0 10 6 
1 1 0 
3 3 0 
2 2 0 

0 15 0 

1 1 0 
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0 RC H I DS — continued. 



270 

271 

272 

273 

274 

275 
27G 

277 

278 

279 

280 
281 
282 

283 

284 

285 
280 



287 

288 

289 

290 

291 



292 

293 

294 

295 
290 

297 

298 

299 

300 

301 



ANGR/ECUM. 

Althorpii, strong, healthy plants 
articulatum, healthy plant, 4 leaves 
bilobum, nice plant, 6 leaves 
Buyssonii, healthy plants, 8 leaves 
citratum, fine plants, 4 leaves 
distichum, strong plants .. 
eburneum, fine plants, 7 leaves . . 
falcatum healthy plants 
fastuosum, nice plant 
infundibulare, (ino plant, 0 leaves 

„ .. 8 - 

japonicum, strong plants . . 

Leonis, fine healthy plants 
Sanderianum, fine, healthy plants 
Scottianum, healthy plant 
sesquipedale, fine, healthy plants 
virens, very strong plant, 8 leaves 

ANGULOA. 



10s. 6cl. to 
10s. 60. to 



aubica, fine plant .. • • •• •• •• • 

Clowesii, strong plants, with .3 bulbs anil 1 good lead 
dubia, fine plants, with 5 good bulbs and 1 lead 
eburnea, strong plant, 3 bulbs and 1 load 
Ruckerii, strong plants, with 3 bulbs and 1 lead 



AN/ECTOCHILUS. 



Dawsonianus, strong plants, 1 good growth . 

„ lanceolatus, strong plants, 

discolor, strong plants, 3 and 4 fine growths 

Lowii, healthy plant 

petola, good plants 

Rollissonii, good healthy plants. . 
Sanderianus, nice healthy plants 
setaceus, lino plants, 1 and 2 fine growths 
pictus (Physurus), fine plants 
querceticolus, strong plants 



3 and 4 fine growths 



.' . £2 2 0 to 
. . £1 1 0 to 



ARUNDINA. 



302 bambusaefolia, good plants . . 

303 Phillipii, good plants 

ARPOPHYLLUM. 

304 cardinale, fine plant, 24 bulbs (all leaved), 0 leads . . 

BIFRENARIA. 

305 aureo-fulva, good plants 

300 Harrisonise, fine healthy plants. . 

307 pubigera, good plant 

BLETIA. 

308 hyacinthina, good plant, 4 bulbs, 2 leads 

309 ,, fine plants 



£ s. d. 



2 2 0 
0 10 6 
1 1 0 
110 
110 
110 
110 
0 10 6 
1 11 6 

0 15 0 
110 
0 10 6 
110 

1 1 0 
2 2 0 
3 3 0 
110 



110 
0 10 6 
1 1 0 
0 10 6 
0 10 6 



0 15 0 

1 1 0 

0 15 0 
3 3 0 
0 5 0 

110 
3 3 0 
2 2 0 
0 10 6 
110 



0 10 6 
0 10 6 



4 4 0 



0 10 6 
0 10 6 
0 10 6 



0 10 6 
0 7 6 



ORCHIDS — continued. 
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£ s. d. 

BRASSAVOLA. 

310 cuspidata, good plants 0 10 6 

311 Digbyana, healthy plants, with 5 to 7 good bulbs, 1 lead " 0 5 0 

313 » strong plants, 7 to 10 bulbs, 2 and 3 leads 0 7 6 



BRASSIA. 

313 brachiata, fine plants 

314 guttata, fine plants 

315 Keiliana, fino plant, 7 bulbs, 3 leads 

316 Lawrenceana longissima, healthy plants .’ 

317 maculata, fine plants 

318 verrucosa, strong plants .. 



0 7 6 
0 10 6 

1 1 0 
0 15 0 
0 10 6 
0 5 0 



BROUGHTON I A. 

319 sanguinea, healthy plants.. 



1 11 6 



BULBOPHYLLUM. 

We can supply most of the known varieties, Prices and sizes 

on application. 

BURLINGTON I A. 



320 decora, good plant, 7 bulbs, 2 leads 



1 11 6 



CALANTHE. 



321 

322 

323 

324 

325 

326 

327 

328 

329 

330 

331 

332 



Bryan (vestita rubro-oculata x Williamsii), fine plant, with 2 good 

bulbs _ __ ° 

Kenneth, fine plant, with 1 bulb. . .. ' ' 

Regnierii, fine plant , ’ ” 

rubra, good plants, with 2 good bulbs . . . . 

Stevensiana, extra fine plants . . 

Turnerii nivalis, strong plant . ’ j j 

Yeitchii (roscax vestita), i.ice plants .. .. . . " ” 

,, alba, fine plant, with 2 good bulbs, 1 of which is new 
veratrifolia, nice plant, with 3 bulbs, 1 of which is now . . ” 

vestita luteo-oculata, strong plants. . .. .. .. 

„ rubro-oculata, grand plants, with 2 fino bulbs, 1 of 
which is new 

YTm. Murray (vostita rubro-oculata x Williamsii) , fine plants, with 
2 bulbs, I of which is new 



0 10 6 
0 10 6 
0 5 0 
0 5 0 
0 10 6 
110 

0 3 6 

1 11 6 
1 1 0 
0 5 0 

0 10 6 

0 5 0 



CATASETUM. 



333 Bungerothii, nice plant 

334 fimbriatum, fino plant, 4 bulbs and 1 load .. . ' . . ” 

335 gnomus, nice plant . . 

336 macrocarpum, fino plant, with 4 to 6 good bulbs, 1 of’ which is new 

337 » giganteum, good plant, with 5 bulbs, 1 of which 

is new 

338 splendens, grand plant 

339 ■, aurantiacum, fine plant, with 5 very good bulbs," i 
of which is new 

B 



0 15 0 

1 1 0 

0 10 6 

1 1 0 
1 1 0 

110 



12 



ORC H I DS — continued. 



H s. d. 



CATTLEYA. 



340 

341 

342 

343 

344 

345 

346 

347 

348 
340 

350 

351 

352 



353 



354 

355 
35G 

357 

358 



359 

360 

361 

362 



364 

365 

366 

367 

368 

369 

370 

371 

372 

373 

374 

375 

376 

377 

378 

379 

380 

381 

382 

383 

384 

385 

386 

387 

388 

389 



Aclandiae, fine healthy plants, with 8 to 10 bulbs, well leaved, 1 
and 2 leads . . 

amethystoglossa, fine plant 

aurea, fine plants, 5 to 7 bulbs, well leaved, 1 strong load . . 
bicolor, fine plant, 7 bulbs, 1 lead 

Bowringiana, good plants, 7 bulbs, well leaved, 1 load 

violacea, very strong plant, 8 bulbs, 2 leads . . 
citrina”fine plants, with 7 to 12 bulbs, 1 and 2 good leads .. 
crispa, strong plants •• •• •• 

dolosa, good healthy plants • • • ■ 

Dowiana, lino plants, with 5 to 7 fine bulbs, well leaved, 1 good lend 
„ aurea, healthy plants .. .. 

Gaskelliana, good plants, with 7 to 9 bulbs, well leaved, 1 and 2 
leads . . . ■ • ■ • • 

„ alba, nice healthy plant, with 3 good bulbs, all 

leaved, 1 lead . . . . • • • • • • ■ • 

gigas, (Warscewicaii), good plants, with 5 to 7 bulbs, well leaved, 
1 lead 

„ imperials, strong healthy plants •• 

„ Sanderiana, fine plants .. .. .. • • 10s. Gd. to 

granulosa, healthy plants, 
guttata, fine strong plant 

Harrisonise, tine pljints, with 7 to 12 bulbs, well leaved, 1 and 



58. to 



2 leads . . . . . • ■ • • • • • • • • • • • 

intermedia, fine plants, with 1U to 12 bulbs, well leaved, 2 and 

3 leads . . . . • ■ • • • • • • • • • ' 

labiata autumnalis, fine plants, with 4 to C good bulbs, 1 strong 

load 

,, Amphion, 4 bulbs, all leaved, 1 lead 
„ Warnerii, good plants 
Lueddemanniana. See speciossima. 

Lawrenceana, good plants, with 4 bulbs, well leaved, 1 lead . • 
Leopoldii, fine plants, well leaved .. •• •• •• •• 

Mendelii, fine plants, with 4 to 6 good bulbs, well leaved, l_good 
lead 

„ Cyclops, good plant, 6 bulbs, 1 lead 
,, fimbriata, healthy plant, 5 bulbs, 1 lead . . 

„ grandiflora, fine plant, 4 bulbs, 1 load .. 

,, ignescens, fine plant, 8 bulbs. 1 leal 
,, majestica, strong plant, 5 bulbs, 1 load . . 

., Renown, fine strong plant, 10 bulbs, 2 leads 
,, Signet, strong plant, 5 bulbs, 1 load 

,, Sultana, good plant, 6 bulbs, 1 lead 

,, Sybil, fine plant, 6 bulbs, 1 lead 
„ Sylvia, fine plant, 4 bulbs, 1 load . 

Mossiee, nice healthy plants, with 4 to 6 bulbs 

,, albo-marginata, fine plant, 8 bulbs, 1 lead 
,, aurantiaca, fine plant, 6 bulbs, 1 lead 
Acis, fine plant, 8 bulbs, 2 leads 
,, fimbriata, good plant, 5 bulbs, 1 lead 

Prince of Wales, fine plant, 8 bulbs 2 leads 
„ Rosalind, fine plant, 7 bulbs, 1 lead 
,, rubella, fine plant, 6 bulbs, 1 lead . . 

Percivaliana, fine healthy plants, with 8 to 10 good bulbs, well 
leaved, 2 and 3 leads 

Schilleriana, fino plants, 5 to 7 bulbs, 1 strong load 
Schofieldiana, fine variety, strong plant, 6 bulbs, 1 load . . 
Schoderae, fine plants, with 5 to 7 good bulbs, well leaved, 1 lcac 
,, illustris, strong plant, 10 bulbs, 2 leads .. 



well leaved, 1 lea 



0 10 6 
1 1 0 
1 1 0 
0 10 6 
0 10 6 
3 3 0 

0 5 0 
3 3 0 
110 

1 1 0 
0 10 6 

0 5 0 

5 5 0 

0 5 0 
0 10 6 
110 

110 

0 5 0 

0 10 6 

0 5 0 
2 2 0 
0 7 6 

0 15 0 
0 10 6 

1 1 0 
2 2 0 
1 11 6 
3 3 0 
1 11 6 
2 2 0 
2 2 0 
110 

0 15 0 

1 11 6 
110 

0 3 6 

1 1 0 

0 15 0 
2 2 0 
110 
2 2 0 

1 1 0 
0 15 0 

0 7 6 
0 7 6 
110 
0 5 0 
2 2 0 



ORCM IDS — continued. 



390 

391 

392 

393 

394 

395 

396 

397 

398 



399 

400 

401 

402 



403 

404 

405 

406 

407 

408 

409 

410 

411 

412 

413 



414 

415 
410 



417 

418 

419 



420 

421 

422 

423 

424 

425 

426 



Skinnerii, nice healthy plant?, with 5 to 7 good bulb?, well leaved 
1 lead 

speciossima, (Lueideinaimiatia) , lino plants, with 5 to 7 good bulbs' 

well leaved, 1 lead 

Trianae, tine healthy plants, with 5 to 7 good bulbs, well Jeavad 
good lead. . 

„ stronger plants, with 7 to 10 fino bulbs, wel’f leaved, 1 and 
2 strong leads 

„ illustris, good plant, 8 bulbs, 2 leads 
„ insignis, extra fine plant, 6 strong bulbs, 1 lead .. !! 

princeps, strong plant, 4 bulbs, 1 lead 
velutina, good healthy plants, well leaved .. .. 10s 6d. to 

Warscewiczii. See gigas 



CHYSIS. 



aurea, fine plants, with 4 or 5 well leaved bulbs .. 
bractescens, fino heathy plants, with 2 and 3 well "leaved bulbs 

lae vis, healthy plant, with 3 bulbs, 1 lead 

Sedenii (Limminghii x bractescens), nice plants, witli 2 and 3 good 
bulbs, 1 of which is new . . 



CIRRHOPETALUM. 



Amesianum, good healthy plants 
biflorum, fine plants 
Collettii, strong plants, well leaved 
Gamblei, nice plants, all leaved .. 
Makoyanum, fine plants, well leaved, 
Macraei, nico plants, well leaved 
Medusae, healthy plants .. 
ornatissimum, nice plant 
picturatum, nice plants .. 
rutusiusculum, good plants 
Wendlandianum, fine plants, 5 and 
lead . . 



1 and 2 



G bulbs, 



leads 


• • 


well leaved, 


1 strong 



COCHLIODA. 

Noetzliana, good plants, 10 to 15 bulbs, well leaved, 3 and 4 leads 
sanguinea, fine plants, well leaved . , . . 110 and 

vulcanica, nice plants, well leaved 

C CELIA. 

Baueriana, fine plant, 4 bulbs, 1 strong lead 

bella, strong plant, 5 bulbs, 1 strong lead 

macrostachya, fine plant, with 4 good bnlb3, 1 strong lead 

CCELOGYNE. 

asperata, fino plant, 3 strong bulbs, 1 good load . . . . . . 

corrugata major, nice plant, 7 bulbs, 2 loads 

cristata, line plants, about 25 to 30 bulbs, 4 to G leads 

„ stronger plants, with about 30 to 40 bulbs, 8 to 10 leads 

„ alba, fine plants, with 20 to 25 bulbs, 5 to 7 leads 

„ Chatsworth variety, good plants, with about 35 to 40 
bulbs, G and 8 loads. . .. .. .. ,, 

,, Lemoniana, strong plant, 20 bulbs, 4 leads 



T 3 



a s. d. 



0 10 6 
0 7 6 
0 5 0 

0 7 6 
2 2 0 
110 

1 11 6 
0 15 0 



1 11 6 
1 1 0 
110 

1 1 0 



0 10 6 
0 10 6 
110 
110 
0 10 6 
0 10 6 
110 
1 11 6 
1 1 0 
110 

2 2 0 



0 10 6 
1 11 6 
1 1 0 



0 15 0 
110 
110 



110 
0 7 6 
0 5 6 
0 7 6 
0 10 0 

110 
0 10 6 



H 



ORCHIDS — continued. 



427 Crookeurtii, good plants, well leaved. 2 and 3 leads . . 

428 Dayana grandis, fine healthy plants, with 5 to 7 bulbs, well leaved 

429 elata, fine plants, well leaved 

430 fimbriata, strong plants 5 to 7 bulbs, 1 and 2 leads .. 

431 flaccida, good plants, 7 to 9 bulbs, well loaved, 1 and 2 leads 

432 fuscescens, fine plants 

433 graminifolia, fine plants, well leaved . . 

434 ,, stronger plants, with 12 to 15 bulbs 

435 lentiginosa, nice plants, 4 to 6 bulbs, 1 lead 

436 Massangeana, fine plants, 4 to G bulbs, well leaved, 1 & 2 lead .. 

437 nitida, nice plants .. 

438 ocellata, good plants 

439 pandurata, strong plants, 4 to 6 bulbs, 1 lead. . 

440 Parishii, nice plants 

441 plantaginea, fine healthy plants, well leaved 

442 Rossiana, grand plants, well leaved 

443 Ruckerii (rare) healthy plant, 5 bulbs, 1 lead .. 

444 sparsa, good plants.. 

445 speciosa, fine plants 

440 „ major, good plants, with 7 to 9 bulbs, 1 and 2 loads 

447 viresoens, fine plants . . 



£ s. d. 

1 1 0 
0 10 6 
0 10 6 
0 3 6 
0 5 0 
0 10 6 

0 7 6 

1 1 0 
0 10 6 
0 10 6 
0 10 6 
1 1 0 
0 10 6 
0 10 6 
0 10 6 
2 2 0 
1 1 0 
0 10 6 
0 5 0 
0 10 6 
110 



COLAX. 



448 jugosus, good plants, with 4 and 5 bulbs, 1 strong lead 



0 10 6 



CRYPTOPHORANTHUS. 

419 autro-purpureus, nice plants . . 

450 Dayanus, fine plants 

CYCNOCHES. 

451 chlorochilon, grand plants 

452 Egertonianum, fine plant 

453 „ viridis, fine plant 

CYMBIDIUM. 

454 affine, fine healthy plant. . 

455 chloranthum, very fine plant 

456 Devonianum, nice plant.. 

457 eburneum, good plant, 2 strong bulbs . . 

458 elegans, nico plants, with 5 to 7 bulbs, 1 and 2 leads 

459 ensifolium, nice plant 

460 giganteum, healthy plants, with 5 to 7 bulbs, well leaved, 1 strong 

lead . . 

461 Holfordianum (eburneum x grandiflorum), nice healthy plant 

462 Hookerianum, good plant, 6 bulbs, 2 leads .. 

463 insigne (Syn. Sanderi), good plants, well leaved 

464 Lowianum, fino plants, 4 to 6 bulbs, well loaved, 1 lead .. 

465 „ stronger plants, 7 to 12 very fine bulbs, 1 strong lead 

466 ,, concolor, fine plant, with 5 grand bulbs, 2 leads 

4G7 Mastersii, fino plant 

468 pendulum, nice plant, 2 bulbs 

469 Tracyanum, strong plants, with 4 to 6 bulbs, 1 strong lead 

CYNORCH IS. 

470 compacta, healthy plants 

471 Kewensis, healthy plants 

472 Lowii, fine plants .. 

473 purpurascens, good plants 



0 10 6 
0 10 6 



0 15 0 

1 1 0 
110 



0 10 6 
1 1 0 
2 2 0 
0 10 6 
1 1 0 
110 

0 10 6 
1 1 0 
2 2 0 
110 
0 5 0 
0 10 6 
2 2 0 
0 10 6 
0 5 0 
0 10 6 



110 
110 
1 1 0 
1 1 0 
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475 

476 

477 
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479 

480 

481 

482 

483 

481 

485 

486 

487 

488 

489 

490 

491 

492 

493 

494 

495 

496 

497 

498 

499 

500 

501 

502 

503 

504 

505 

506 

507 

508 

509 

510 

511 

512 

513 

514 

515 

516 

517 

518 

519 

520 

521 

522 

523 

524 

525 



ORC HI DS — continued. 






CYPRIPEDIUM. 

Actaeus (insigne Sander® x Leeanum superbum), healthy plants, 

with 2 growths .. .. . . 

A. de Lairesse, extra fine var., strong plant, 2 growths 

Ainsworthii, strong plant, 2 growths '. 

Alcibiades superbum (Leeanum giganteum x Mons de Curte), 
fine plants, 2 strong growths 
Alice, strong plant, 2 growths 

Amesianum, strong plant, 2 growths .. ’’ ' ' 

Arthurianum (insigne x Fairieanum), good plants, 2 strong 

growths .. . . 

Atlas (Actaaus x Looanum), fine plant, with 2 growths 
aureum, (Sallierii Hyeanum x Spieerianum), fine plants, 2 strong 
growths , , ... 

aureum virginale, healthy plants, with 2 strong growths 
barbatum, good plants, two growths 

,, biflorum, fine plants, 3 and 4 growths 
„ Warnerianum, fine plants, 2 and 3 growths 
Baron Schroder (oenanthum superbum x Fairieanum), grand 

plants 

bellatulum, healthy plants, with 2 and 3 growths .. 
bingleyense, fine var. (Harrisianum x Charlesworthii), nice plant 

with 2 good growths 

Boxallii, stroDg plants, 2 and 3 growths 

„ atratum, fino var., strong plant, 3 growths 

Bryanii, good plant, one fine growth 

Burtoni (Lowii x Hookeri®), fine plant, with 1 fine healthy growth 
callosum giganteum, tine plant, 2 strong growths 

,, Sanderae, nice plants, with 2 growths . . . . , . 

calurum, fine plants, 2 growths 

Cameron, strong plants, 2 growths \ [ " 

card inale, fine plants, 2 growths 

Cardosoianum (barbatum Warnerii x Leeanum Albertianum), fine 
healthy plants, with 4 growths . . 

Catherine, fine plants, 2 growths .. .’ ’ ’ ” 

Chamberlainianum, strong plants, 1 fino healthy growth 

»> ,, grand varioty (Leeanum Clinkaborryanum x 

nitons), healthy plants with 2 growths) 

Charlesworthii, nice healthy plants, with 4 to 5 growths 

Cicero, fine plants, 2 growths 

ciliolare. fino plants, 2 growths .. . ’’ ’ ’ 

Clonius, fine plants, 2 growths .. . ' ’’ 

concolor, fino plants, two growths . . . . " 

Crossianum, fine plants, 2 growths .. ” . [ 

Curtisii, fine plants, 2 growths .. .! . ’ ” 

Dominii, fine plants, 4 good growths 
Druryii, fino healthy plants, 2 growths .'. .'. " 

Elymene, fine plant, 2 growths 

Elvina, fine plants, 2 growths 
Emperor, fine plants, 2 growths . . . . . . 

Empress, fine plant, 2 and 3 growths .. ' ' ” 

Enchantress (Exul x Leeanum Clinkaberryanum), strong 

with 2 growths __ _ h 

Eurydice, fine plant, 2 growths .. 

Euryades, Royal Monarch, extra fine, 2 good growths 

Euryale, fine plants, 2 growths 

Evadne, fino plants, 2 growths .’ ” 

Exul, strong healthy plants, 2 and 3 growths . . 

Fairieanum, strong healthy plants, with 4 good growths 
formosum, fino plants, 2 growths 

gemmiferum, fine plants, 2 growths 

glaucophyllum, fino plant, with 2 growths 



plant, 
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O RC H 1 D S — continued. 



Godefroyae leucochilum, fine plants, with 2 growths 
Gowerianum, strong plants, 3 growths 

grande, (Iioezlii x caudatum), magnificent plant, strong growths 
„ line plants, 1 and 2 extra strong growths 
Gratrixianum, strong plants, two growths .. 

Grovesianum, (Lathamianum x Leeanum superbum), fine plan 
with 2 growths 

Gravesise (Argus x niveum), healthy plants, 1 strong growth 
Harrisianum, fine plants, 2 growths . . 

,, superbum, strong plant, two fine growths 

Hermon superbum, strong plant, 2 growths. . 

Helen II. (bollatulum x insigno Chantinii)-, fine plant, 3 health, 
growths 

Hitchinsiae (Charlesworthii x insigno), fine healthy plants, wit 
2 growths . . . . . . . . . . 

Hobirtii, (Lathamianum x insigne) fine plant, with 2 growths 
Illustre (Lathamianum x nitens), fine plant, with 2 growths 
strong plant, 2 growths . . 
lepidum, strong plant, 2 growths 
venustum, strong plant, 2 growths., 
insigne, strong plants, 4 to 6 growths . . 

atratum, fine healthy plants, 2 growths 
bisepalum, strong plants, 2 growths . . 

Chantinii, fino plants, 2 growths 

„ Lindenii, fine plants, 2 good growths 
Charlesworthii, fine plants, 2 growths 
citrinum, healthy plants, with 2 growths . . 

Doris, strong plants, 3 fine growths 
Dorothy, fine plants, 2 growths 
Freemanii, fino plants, 2 growths 
giganteum, strong plants, 2 line growths . . 

Harefield Hall, strong plants, 2 good growths 
Hessle var., strong plant, 2 growths 
Laura Kimball, strong plants, 2 fino growths 
Oddity, strong plant, 2 growths 
Prince Edward (fine var.), fino plant, 2 growths 
Sanderae, nice healthy plants, 2 growths .. 
Sanderianum, very fine plants, 2 fine growths 
Surprise, fino plant, 2 growths 
Javanico-superbiens, line plants, two growths 
Julia (lixul x Lawronceanum), fino plant, with 2 growths 
Kubele grandis loonanthum superbum x Youngianumj, health 
plants, 2 growths . . 

Lamartine (Leeanum x Memnon), fine plant, with 2 growths 
Lathamianum, fine plants, 2 growths 

,, inversum, fine plants, 2 growths . . 

Lauretta (Lurline x Leeanum), fino plant, with 2 growths 
Laverna (Lathamianum x Euryados), fine plant, 2 growths 
Lawrenceanum, fino plants, 2 growths 
Leander (villosum x Leeanum), fine plant, with 2 growths 
Leeanum, fine plants, 2 growths 

fino healthy plants, with 4 growths 
chelseiense, extra fine, one growth and break . . 
Clinkaberryanum, nice healthy plant, 2good growths 
giganteum (G.S. Ball’s variety), fine plants 
magnificum, fine hoalthy plants .. 

Romeo, „ „ 2 ,, 3 ,, ,, 

Sultan, ,, ,, 2 ,, 3 ,, „ 

superbum, fine plants, 2 and 3 strong growths 
triumphans, fine ,, 2 ,, 3 ,, ,. 

virginale, ,, „ 2 ,, 3 ,, ,, 

leucorhodum, extra strong plants, 2 fine growths 
longifolium, „ „ ,, 2 ,, ,, 



£ s. d. 
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585 Lowii, fine plants, 2 strong growths 

586 loevigatum, fine plants, 4 growths 

587 Madame Alfred Bleu (superbiens x Measuresiue), fine plants . . 
688 Mastersianum, -fine healthy plant, 2 fine growths .. 

589 M.iudise (callosum Sanderiex insigne Sanderse), fine plants, 2 growths 

590 Measuresianum, fine plants, 2 strong growths 

591 Memnon (Spicerianum x Cbarlosworthii), fine healthy plant, 3 

growths 

592 microchilum (niveum x Druryii), strong plants, lino growths .. 

593 Milo (usnanthum superbum x insigno Chantimi), fine plants, 2 

strong growths 

591 Minos, (Spicerianumx Arthurianum),nicehealthy plant, 1 good growth 

595 Morganae (superbiens x Stonoi), good plants, 2 tine growths 

596 Mrs. Fred Hardy (superbiens x bellatulum), healthy plant, 1 

growth 

597 Niobe, strong plants, 2 growths .. 

593 nitens (insigne x villosum), fine plants, 2 growths .. 

599 „ extra fine variety, fine plants, 2 growths 

600 niveum, strong healthy plants, 2 and 3 growths 

601 (Edippe (Spicerianum x Sallitri Hyeanum), lino healthy plants, 

3 growths .. 

602 oenanthum superbum (Harrisianum x insigne Maulei), good 

healthy plants, ;3 and 4 growths 

603 Oberon, strong plant, 2 growths . . 

604 Olivia (tonsum x niveum), splendid plant, 1 growth 

605 Opoixise (superciliolare x niveum), fiuo plant, with 2 growths 

606 Ovid, fine plant, 2 growths . . 

607 Parkerianum (Boxallii x nitens), fine plant, 2extra strong growths 

608 Parishii, extra strong plant, 2 fine growths .. 

609 Penelas, „ ,, ,, 2 and 3 fine growths .. 

610 Pera, ,, „ ,, 2 fine growths .. 

611 Persephone, award of Merit (Exul x Lalhamianum), fine plant, 

with 2 growths 

612 Pollettianum (calophyllum x oenanthum superbum), good healthy 

plant, 1 strong growth .. 

613 polystigmaticum, extra strong plant, 2 and 3 fino growths 

614 porphryeum, „ „ ,, 2 ,, 3 „ „ 

615 Portia, ,, ,, ,, 2 ,, 3 ,, ,, 

616 Proetus, oxtra strong plant, 2 fine growths 

617 Prospero (Leeanum x insigno Sanderse), fine healthy plant, 2 growths 

618 purpuratum, extra strong plant, 2 and 3 fine growths 

619 radiosum, strong plant, 2 growths 

620 Richmannii (barbatum Warnerianum x bellatulum), fine plant, 

with 2 growths 

621 Romulus (nitens x insigne Chantinii), fine plant, with 2 growths.. 

622 Ronura, strong plant, 2 growths . . 

623 Rothschildianum, good healthy plants, 4 growths . . 

624 Royal Prince, strong plant, 2 growths, . 

625 Roylii, ,, ,, 2 ,, 

626 Sallieri (insigne x villosum), strong plants, 3 good growths 

627 Sappho (Sal lierii aureum x C. Leeanum giganteum), strong plant, 

with 3 growths 

628 Schroderae, extra strong plant, 2 fine growths 

629 Sedenii, strong plant, 2 growths 

630 „ candidulum, strong plant, 2 growths 

631 selligerum majus, Veitch’s variety (barbatum x phillippinense), 

fino plants . . 

632 Senator, extra strong plant, 2 fine growths 

633 Spicerianum, fine plants, 3 growths 

634 „ virescens, healthy plant, with 2 strong flowered 

and 1 strong unflowered growths . . 

635 superbiens, extra strong plant, 2 growths 

636 Swanianum, strong plant, 2 growths 
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1 0 
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5 0 
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1 0 
; 3 0 
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1 0 
1 0 
2 6 
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15 0 
1 0 
2 0 
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1 0 
15 0 
7 6 
7 6 

10 0 

1 0 
5 0 
10 6 
10 6 
7 6 
5 0 
10 6 
5 0 

11 6 
11 6 
10 6 
2 0 
10 6 
5 0 
2 6 

1 0 
10 6 
s 0 
10 6 

10 6 
15 0 
3 6 

11 6 
7 6 
5 0 
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637 Swinburnei magnificum (Argus Moensii x insigne Maulei), 

strong healthy plants, 2 strong growths .. .. .. .. 110 

638 Tautzianum, nice plants, 2 growths 2 2 0 

639 „ lepidum, nice plants, 2 growths . . . . . . S 5 0 

640 tenellum, fine plants, 2 growths .. .. 076 

641 Thompsonianum magnificum (villosum aureum x Calypso), 

fine plant .. .. SSO 

642 Tityua, Pine variety (cenanthum superbum x Spicerianum), healihy 

plants .. .. .. .. 110 

643 tonsum, nice plants, 2 growths .. .. .. .. .. .. 076 

644 Transvaal, (Chamberlainianum x Rothschildianum), fino plant 110 

645 Troilus (nitens magnificum x insigne I-Iarefield Hall) . . . . 2 2 0 

646 ,, extra fine variety, good plant, 2 strong growths .. .. 10 10 0 

647 Yeitchii, healthy plants .. .. .. .. .. .. .. 0S0 

648 Venus (niveunt x insigne Sanderce), fine plant, 2 strong growths .. SSO 

649 vexillarium (barbatum x Fairieanuin), fine healthy plants, 2 good 

growths . . . . . . . . . . . . . . . . . . 0 10 6 

650 villo3um auriferum, fine healthy plants, 2 growths .. .. SSO 

651 „ expansum, strong plant, 2 growths .. .. .. 3 3 0 

652 Vipanii, Pine variety (Philippinense x niveum), nice plant, with 

1 strong unflowered growth, having 5 leaves and a nice new growth 

with 3 leaves .. .. .. .. .. .. .. .. SSO 

CYRTOPODIUM. 

653 Andersonii, grand plant 220 



DENDROBIUM. 

654 acuminatum, a distinct species from tho Philippines. The flowers 

are of a deep peach-pink ci lour, shading to darker towards the base 
of the perianth and the labcllum passes to a rich velvety wine-red. 

Good plants, fine bulbs, 1 good lead . . . . . . . . . . 0 10 6 

655 Ainsworthii intertextum grandiflorum (nobile x aureum 

Lee's variety), good plants, 3 and 4 bulbs, 1 lead .. .. .. 0 10 6 

656 anosmum, good plants, 3 to 5 bulbs, 1 lead . . . . . . . . 0 S 0 

657 Apollo album, (nubile album x Ainsworthii), fine plants, 3 and 4 

strong bulbs, 1 lead . . . . . . . . . . . . . . 0 10 6 

658 „ grandiflorum (nobile pulcherrimum x splendidissimum 

grandiflorum), fine plants, 5 to 8 bulbs, 2 leads .. .. .. 110 

659 atro-violaceum, fine strong plants, 6 to 8 fine bulbs, 1 and 2 leads 0 10 6 

660 aureum, healthy plants, 4 and 5 bulbs, 1 and 2 leads .. .. 0 5 0 

661 Bensoniae, strong plants, 5 to 7 bulbs, 1 strong lead . . . . 0 7 6 

662 Bronkhartii, fine variety, good plant, with about 9 bulbs, 2 leads 3 3 0 

663 Chrysanthum, fine plant, 6 bulbs, 2 Uads .. .. .. .. 0 IS 0 

664 clavatum, fine healthy plants, with about 5 good bulbs, 1 load .. 0 S 0 

665 crassinode, good healthy plants, with 7 to 10 good bulbs, 2 and 3 

leads .. .. .. 076 

666 coelogyne, good healthy plants, with 4 and 5 bulbs, 1 load .. .. 0 10 6 

667 chrysotoxum, good plants .. .. .. .. .. .. 0 10 6 

668 Cybele (Findlayanum x nobile), healthy plants, with 5 to 7 good 

bulbs, 1 lead .. .. .. .. .. .. .. .. 0S0 

669 Dalhouseanum, grand plants, with about 15 bulbs, 3 and 4 of 

which are new .. .. .. .. .. 110 

670 densiflorum, strong plants, with 8 bulbs, 1 lead . . . . . . 0 10 6 

671 Devonianum, fine plants, 5 to 7 bulbs, 2 and 3 leads .. .. 0 5 0 

672 Dulce (aureum x Linawianum), good plants, with 4 to 5 bulbs, 1 lead 0 5 0 

673 Falconerii, fine plants .. .. . .. .. .. .. 0 15 0 

674 fimbriatum, fine healthy plants, 4 and 5 bulbs, 1 lead .. .. 0 5 0 

675 Findlayanum, strong plants .. .. .. .. .. .. 0 IS 0 

676 formosum giganteum, good plants, with 5 and 6 bulbs, 1 and 2 

loads .. .. .. .. .. .. .. •• OSO 
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080 
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Harold (Linawianum x Findlayanum), fine plants, with 5 to 7 
good bulbs, 1 lead 

infundibulum, fine plants, with 6 to 8 strong bulbs, 1 lead 
Jamesianum, fine plants, with 4 to 6 good bulbs, 1 and 2 of which 
aro new 

japonicum, nice plants, with 15 to 20 bulbs, 2 and 3 of which are 

new .. .. 

Jenkinsii, nice healthy plant, with 25 good bulbs, 5 leads . . 

Juno (Findlayanum x Linawianum), nice plants, with 4 to 6 fine 
bulbs, 1 of which is new .. 

Kingianum, healthy plant, with 7 bulbs, 2 leads 
mutabile, nice healthy plants, with about 6 bulbs, 1 of which is new 
Niobe (tortile roseum x nobile), nice plants, with about 7 strong 
bulbs, 1 and 2 leads 

nobile, fine plants, with 6 to 9 good bulbs, 2 and 3 loads 

„ burfordense, fine healthy plants, with 5 to 7 strong bulbs, 
1 lead . . 

„ Cooksonianum, strong plants, with 5 to 7 fine bulbs, 1 lead 
„ nobilius, fine plants, with about 0 good bulbs, 1 lead 
„ virginale, nice healthy plants, with about 5 bulbs, 1 lead.. 
,, Ovuenianum (Linawianum majus x Wardianum), fine 
healthy plants, with 3 to 5 bulbs, 1 lead 
Parishii, nice plants, 4 to 6 buibs, 1 lead 

Phalsenopsis Schroderianum, fine healthy plants, 5 to 7 good 
bulbs, 1 lead 

Regium, good plants, 5 and G strong bulbs, 1 lead .. 

Rolfeae (primulinum x nobile), nice lioalthy plants, 4 to 6 bulbs, 1 lead 
rubens-grandiflorum (splendidissimum grandiflorum x nobile), 
nice healthy plants, about 5 bulbs, 1 lead 
Schneiderianum (Findlayanum x aureum), nice healthy plants, 2 
and 3 good bulbs, 1 lead . . 

Schroderae, fine healthy plant, with 4 bulbs, 1 lead .. 
splendidissimum grandiflorum (nobile x aureum), strong 

plants, with 4 and 5 good bulbs, 1 lead 

suavissimum, fine plants, with 5 and 6 good bulbs, 1 lead 
thyrsiflorum, fine healthy plants, with 7 to 10 good bulbs, 1 lead 
Vannerianum (monoliformex Falconerii), nice, healthy plants, 
with 8 bulbs, 1 lead 

Yenus (Falconerii x nobile), nice healthy plants, with 3 and 4 good 
bulbs, 1 lead .. .. .. .. .. .. .. .. 

Wardianum, strong plants, with 5 to 7 very fine bulbs, 1 and 2 
leads.. .. .. 



DICH/EA. 



705 vaginata, fine plant, 4 new growths 

EPIDENDRUM. 

706 aurantiacum, nice plant .. 

707 aromaticum, nice plants, with 5 and 6 good bulbs, 1 lead .. 

708 araohnoglossum, fine healthy plants, with about 4 vory good 

growths, 1 lead 

709 Boundii, fine plants, with 3 and 4 strong bulbs, 1 lead 

710 brassavola, fine plants, with 4 to 6 grand bulbs, 2 and 3 loads 

711 Burtonii, fine plants, with 2 to 3 strong growths, 1 lead 

712 ohioneum, good healthy plants, with 5 to 7 bulbs, 1 and 2 leads . . 

7 1 3 ciliare, tine plants, with 7 to 10 good bulbs, 1 and 2 strong leads . . 

714 cochleatum. nice healthy plants, with about 4 good bulbs, 1 lead . . 

715 Cooperianum, line plants, with 6 to 8 bulbs, 1 and 2 of which are 

new . . 
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0 10 6 
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0 10 6 
0 10 6 
0 5 0 

0 10 6 
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71G eburneum, fine plant, 5 bulbs, 1 lead .. 

717 evectum, extra strong plants, 3 and 4 strong growths 

718 Frederici-Guilielmi, strong plant, 4 bulbs, 1 lead 

71'.) macrochilum roseum, strong healthy plants, with 9 to 12 bulbs, 
well leaved, 2 and 3 leads 

720 nemorale, fine plants, with G to 8 bulbs, 1 strong lead 

721 O’Briemanum, fine plants, with 5 to 7 strong growths, 1 and 2 

leads. . 

722 prismatocarpum, strong plants, with 5 to 7 very good bulbs, 

1 lead 

723 radicans, line healthy plants, with 5 to 7 growths, 1 and 2 leads . . 

724 vitellinum majus (Spring Flowering variety), fine plants, with 5 

to 7 strong bulbs, 1 and 2 loads. . . . . . 5 s. Od. arid 

725 vitellinum majus (Autumn Flowering variety), fine plants, with 

5 to 7 good bulbs, 1 lead . . . . . . . . . . 7s. 6J. to 

72G virens, fine plants, with 7 to 9 bulbs, 2 and 3 good leads 
727 Wallisii, lino plants, about 4 healthy growths, 1 lead 
723 xanthinum, nice healthy plants, with 2 and 3 good growths, 1 lead 



EPI-CATTLEYA. 



729 Sybil (Epi. vitellinum majus xC. guttata), good plant, with 4 to 5 
bulbs, i lead 



EPI-L/ELIA. 

730 cinna evecta (L cinnabarina x Epi. evectum), fine plant, with G 

bulbs, well leaveij .. 

731 cinna-carpum (L. cinnabarina x Epi. prismitocarpum), good plant, 

7 bulbs, 1 good lead 

EPI-PHRONITIS. 

732 Veitchii (Sop. grandiflora x Epi. radicans), healthy plants, with 6 to 8 

well-leaved growths, 2 and 3 leads 

ERIA. 

733 barbata, grand plant, with 15 bulbs, 5 leads .. 

734 convallarioides, fine plants, 4 bulbs, 1 lead .. 

735 stellata, good hoaltby plants, with 3 to 5 bulbs, well leaved, 1 strong 

lead . . 



EULOPHIA. 

73G delicata, fine plants, with 1 and 2 hoaltby bulbs 
737 euglossa, fine plants, witli 4 good bulbs, 2 leads 

GOODYERA. 

733 Rollissonii, strong plants, 1 good growth 



H ABEN ARIA. 



£ s. d. 

0 15 0 

1 1 0 
1 1 0 

110 

110 

0 5 0 

0 10 6 
0 5 0 

0 7 6 

0 15 0 
110 
0 10 6 
0 10 6 



0 10 6 



1 1 0 
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1 1 0 
0 10 6 

110 



0 10 6 
2 2 0 



1 1 0 



739 Susannae, one strong tuber 



0 10 6 
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L/ELIA. 
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775 
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778 
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781 



anceps, good healthy plants, with 5 to 7 bulbs, well leaved, 1 and 2 
leads . . . . . . . . . . . . . . . . 3s. 6d. and 

„ alba (Bull's var.), nice healthy plant, wuh 4 good bulbs, 

1 lead 

,, Hilliana, fine plant, with 8 bulbs, well leaved, 2 loads 
„ Sanderiana, fino hoalthy plants, with 6 to 8 bulbs, well 
leaved, 1 and 2 leads 

„ Schroderiana, good plant, with 6 fine bulbs, 2 good leads 
,, Stella, fine plants, with 0 to 8 bulbs, 1 strong lead 
albida, fine plants, 6 to 8 bulbs, 1 lead .. 
atrorubens, strong plants, 5 to 7 bulbs, 1 and 2 leads 
autumnalis, strong plants, 5 to 7 bulbs, 1 and 2 leads 
,, alba, nice plant, wilh 3 bulbs, 1 lead .. 

cinnabarina, fine plants, with 5 to 7 bulbs, 2 leads . . 

cinnabrosa, strong plant, 4 bulbs, 1 lead . . 

Dayana, good plants, 7 to 9 bulbs, well leaved, 1 and 2 loads 
elegans, strong plant, 7 bulbs, 1 load 

,, alba, extra strong plant, 10 bulbs, 1 load 
„ Empress, fine plant, 12 bulbs, 2 leads 
„ Pluton, strong plant, 8 bulbs, 1 lead 

,, Turnerii, finostrong plant, 9 bulb3, 1 strong load 

flava, fino plants, with 5 to 7 bulbs, well leaved, 1 load 
Gouldiana, fine plant, with 6 bulbs, well leaved, 1 lead 
Jongheana, nice plants, with 5 to 7 bulbs, well leaved, 1 lead 
majalis, good plants, with 5 to 7 bulbs, well leaved, 1 lead 
Perrinii, good healthy plants, with 7 to 9 bulbs, well leaved, 1 and 

2 leads 

praestans, good plants, with 5 to 7 bulbs, well leaved, 1 and 2 leads 
purpurata, fine plants, wilh 7 to 9 fine bulbs, well leaved, 1 and 2 
leads . . 



,, alba, fine plant, with 7 strong bulbs, well leaved, 1 lead 

„ bel la, strong plant, 9 bulbs, 1 lead 

,, Cyclops, strong plants, 8 bulbs, 1 lead .. 

„ Flora, line plant, 6 bulbs, 1 lead 

,, Illustris, extra fino plant, 10 bulbs, 2 leads 

„ Prince of Wales, fine plant, 9 bulbs, 2 loads 

„ rubicunda, strong plant, 12 bulbs, 2 leads 

,, Rhoda, fine plant, 9 bulbs, 1 lead 

„ Romeo, strong plant, 12 bulbs, 2 leads . . 

„ Russelliana, good plant, with 5 bulbs, all leaved, 

1 lead and flower sheath 
„ Sunray, fine plant, 6 bulbs, 1 lead 

„ Serena, ,, 7 ,, 1 ,, 

„ The Queen, fine plant, 8 bulbs, 1 lead .. 

tenebrosa, fine plan bs, with 7 to 9 strong bulbs, 1 aud2 strong leads 

„ Decia, fine plant, 5 bulbs, 1 lead . . 

,, Melpomene, fine plant, 4 bulbs, 1 load. . 

xanthina, very fine plants, with 10 to 12 bulbs, well leaved, 2 and 
3 loads. 
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LEPTOTES. 



782 bicolor, good plants. . .. .. 0 

LIPARIS. 

783 grossa, fine plants, with 12 to 15 bulbs, well leaved, 3 to 5 leads . . 0 

784 pendula, fine plants .. .. .. .. .. .. .. 0 

785 longipes, fine plants, 15 to 20 bulbs, 5 to 7 loads .. .. .. 1 



£ s. d. 
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ORCHIDS — coitlin utd. 



LYCASTE. 

aromatica, strong plant, 4 bulbs, 1 lead 

brevispatha, nice plant .. .. .. 

cinnabarina, grand plant, with 3 strong bulbs 
cruenta major, extra strong plant, six bulbs, 1 lead 
Deppei, fine plant, with 6 bulbs, 2 leads 
lanipes, very lino plant, with 4 good bulbs, 1 load 
lasioglossa, good plant, with 4 healthy bulbs, 1 load. . 

Lucianii, fine plant with two bulbs, 1 lead 
Rossiana, fine plant, 4 plants, 1 lead .. 

Skinnerii, fine plants, with 5 to 7 good bulbs . . 

„ alba, g-^od plant, with 3 fine bulbs, 1 lead 
„ superba, fine plant, 4 bulbs, 1 lead 

MACRODENIA. 

brassavola, nice plants, with 5 good bulbs, and 2 strong leads 

MASDEVALLIA. 

abbraviata, nice healthy plants, 15 leaves 

Ajax, (chelsonii x Peristeria), line plants, with 10 to 15 good leaves 
amabilis, fine plants 

angulata, fine plants, 9 and 10 good leaves 

Arminii, (Estrada? x Leda), very good plants, with about 15 healthy 
leaves 

Barleana, strong plants with about 15 very good leaves 
bella, fine plants, about 12 leaves 
Bonplandii, good plants, 20 leaves, 
calura, lino plants, with 9 to 12 leaves .. 

Candida, lino plants, with about 12 to 15 fine loaves .. 
Chamberlainiana, fine plants, with about 6 to 9 healthy leaves.. 
Chestertonii, fine plants, with 30 good leaves 
chimaera, fine plants, 15 loaves . . 

,, Backhousiana, nice plants, with 15 fine leaves 

„ bella, line plants, with about 15 good loaves 

„ gigantea, line plants, 20 loaves . . 

,, Roezlii, fine plants, 18 leaves 
„ Wallisii, fine plant, 20 leaves 
„ Winniana, line plant, 20 leaves .. 
corniculata, fine plants, with about 8 leaves. . 

Courtauldiana (rosea x Candida), fine plants, with about 15 leaves 
cornuta, fine plants, with about 12 leaves . . . . 

Curlei, (tovarensis x macrura), fine plants, with 4 to 6 line leaves., 
cucullata, tine plant, 12 leaves .. 

Davisii, fine healthy plants, twelve loaves 
demissa, fine plants, with about 15 hoalthy leaves . . 
erythrochoete, lino plant, 16 leaves 
Estradoe, nice plant, 12 loaves 

falcata (Lindenii x Veit chi ana) , fine plants, with 9 to 12 leaves .. 
Harryana. strong plants, with about 15 fine leaves . . 

„ acanthifolia, fine plant, 18 loaves 

,, armeniaca, fine plants, with about 8 leaves .. 

„ Brilliant, fine plant, 12 leaves .. 

,, chelseiensis, fine plant, 12 leaves 
,, ccerulescens atroviolacea, fine plant, 10 leaves .. 
,, coccinea, fine plant, 12 leaves 
„ Colossus, fine plant, 15 leaves 
„ concolor, fine plant, 10 leaves 
„ Comet, fine plant, 18 leaves 



£ s. d. 
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Harryana, Electrio, fine plant, 14 leaves 

„ gloriosa, fine plant, 10 leaves 

,, Hendersonii, fine plant, 10 leaves 

„ lilacina, fine plants, with about 9 good leaves . . 

„ magnifica, fine plant, 6 leaves . . 

„ Mars, fine plant, twelve loaves 
,, maxima, good plants, with 5 to 7 leaves 

,, miniata, fine plant, 12 leaves 

„ mirabilis, fine plant, 18 leaves 

„ patens, fine plant, 15 loaves 
,, Priam, fine plant, 12 leaves 

„ princeps, fine plant, 10 leaves 

„ purpurea, fine plants, with about 9 leaves 
», ,, magnifica, fine plants, with 5 to 8 leaves 

„ sanguinea, good plants, with about 10 leaves 
„ splendens, fine plants, with about 10 leaves . . 

„ violacea, fine plant, 12 leaves 
„ vivicans, hoalthy plants, 15 leaves 
Houtteana, fino plants, with about 20 healthy leaves 
ignea, good plants, 15 to 20 leaves 

,, militaris purpurea, fine healthy plants, with 10 to 15 leaves 
„ Stobartiana, fine plants, with 12 to 15 good leaves . . 
Imogene, (Schlimii x Veitohiana), healthy plants, with about 10 
leives 

ionocharis, fino plants, with about 12 to 15 leaves 
Lindenii, fine healthy plants, with 8 to 10 loaves 
macrura, grand healthy plants, with about 8 leaves . . 

McVittiae (tovarensis x Veitchiana), fine plants, with 10 to 12 
leaves 

Measuresiana (amabilis x tovarensis), fine plants, with 10 to 15 
fine leaves .. 

melanopus, good plants, with about 12 leaves. . 

muscosa, fine healthy plants, with about 20 leaves .. 

nycterina, fine plants, 15 leaves 

Peristeria, fine plants, 12 leaves. . 

polystiota, fine plants, with about 8 healthy leaves . . 

„ fine plants, 20 leaves 

Pourbaixii (Veitchiana x Candida), fine plants, with about 15 loaves 

Psittacina, fine plants, 15 leaves .. 

radiosa, fine plants, 24 loaves 

Reichenbachiana, healthy plants, with 9 to 12 leaves 
Schlimii, fine plants, with about 15 leaves 
Schroderiana, fino plants, 12 leaves 

„ fine healthy plants, with about 50 leaves 

severa, fine plants, 30 leaves 

Shuttleworthii xanthochorys, good plants, with 9 to 12 leaves 

Simula, good plants, with about 30 loaves 

swerticifolia, fine plants, 10 leaves 

torta, fine plants, with about 15 leaves . . 

tovarensis, good plants, with about 12 to 15 fine leaves 

triaristella, good healthy plants, with about 25 leaves 

Troglodytes, good plants, with about 7 leaves 

Veitchiana, fine plants, 12 leaves 

Yeitchii, grandiflora, fino healthy plants, with about 10 leaves 
Wagneriana, fine plants, 30 leaves .. .. .. .. 

xanthina, fine plants, 25 leaves 

MAXILLARIA. 

grandiflora, fino plants, with five grand bulbs, well leaved, 2 leads 
Harrisoniae, fine plant, 10 bulbs, 3 leads 

luteo alba, grand plant, with 5 fine bulbs . . 



£ s. d. 

0 15 0 
0 10 6 
0 7 6 
0 5 0 
0 10 6 
0 7 6 
0 5 0 
0 7 6 
0 7 6 
0 10 6 
0 15 0 
0 7 6 
0 5 0 
0 10 6 
0 5 0 
0 5 0 
0 7 6 
0 10 6 
0 2 6 
0 5 0 
0 5 0 
0 2 6 

0 3 6 
0 5 0 

0 5 0 

1 1 0 

0 5 0 

0 2 6 
0 5 0 
0 5 0 
0 10 6 
110 
0 5 0 
0 7 6 
0 5 0 
0 10 6 
0 5 0 
0 5 0 
0 3 6 
0 5 0 
0 10 6 
0 7 6 
0 10 6 
0 10 6 
0 10 6 
0 2 6 
0 3 6 
0 10 6 
0 5 0 
0 7 6 
0 7 6 
0 10 6 
0 10 6 



0 10 6 
0 10 6 
110 



24 



ORCHIDS — continued. 



89G 

897 

898 

899 

900 

901 

902 

903 

904 

905 

906 

907 

908 



909 

910 

911 



912 

913 

914 
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luteo-grandiflora, fine plant, five bulbs, 1 lead 

lut-eo-purpurea, fine plant, 5 bulbs, 2 leads ,, 
marginata, line plant, with 4 bulbs, all leaved 
meleagris, strong plants, with 10 to 12 bulbs . , 
nigrescens, good plants, with 4 to 5 bulbs, 1 lead 
Parkerii, good plants, with 5 to 7 bulbs 

prajstans, fine plants, with 6 to 9 bulbs, well leaved, 2 strong leads 
Sanderiana, grand plants, 12 fine bulbs, well leaved, 3 leads 
sanguinea, fine plants, with about 25 bulbs, well leaved 
tenuifolia, fine healthy plants, with about 35 bulbs, well leaved .. 
triloris, good plant, with about 4 vory fine bulbs . . . , 

Turnerii, very fine plant, 6 bulbs, 3 leads 

venusta, fine plants, 4 bulbs, well leaved, 1 load 

MEGACLIN1UM. 

falcatum, fine healthy plant, with 6 fine bulbs 

platyrachis, good plant, with 4 bulbs, 1 lead. . . • 

velutinum, grand plant, with 4 fine bulbs, all leaved, 1 lead 

MILTON I A. 



Binotii, grand plant, with about 5 strong bulbs, 1 lead 
Bleuiana grandiflora, strong plant, 2 healthy well leaved bulbs 
Bluntii Lubbersiana, small healthy plant, with 3 good bulbs 
Candida grandiflora, fine healthy plants, with 6 bulbs, well 

leaved, 2 leads . . . . . . . . . . 

>t n stronger plants, with 6 strong bulbs, well 

leaved 

cuneata, grand plants, with about 9 bulbs, well leaved 2 and 3 leads 
flavescens, grand plants, with 8 to 10 fine bulbs, well leaved, 2 and 
3 loads . . . . • • • • ■ • ■ • • • • • 

Hyeana (Bleuiana grandiflora xvexillaria Leopoldii), fine healthy 

plants, with 2 bulbs, 1 oi which is new 

Phalaenopsis, nice healthy plants, with about 12 leaved bulbs, 2 
and 3 new growths 

Regnelli, strong healthy plants, with 6 to 8 good bulbs, well leaved, 

2 leads 

spectabilis, nico healthy plants, 8 to 10 bulbs, well leaved, 2 and 

3 leads 

Moreliana, fine plants, with about 15 bulbs, well leaved, 3 and 4 
leads.. 

,, atropurpurea, healthy plant, 5 to 7 bulbs, 1 and 2 
leads 

vexillaria, fine plants, 3 and 4 well leaved bulbs, 1 strong lead 
„ superba, line plant, 2 bulbs, 1 lead 

Warscewiczii, fine healthy plants, about 5 good bulbs, well leaved 



MORMODES. 



buccinator unicolor, nice plant, with 2 bulbs 



NANODES. 

Mathewsii, good plants, with about 20 well-leaved growths 
Medusae, line healthy plants, with 1 and 2 strong, well-leaved 
growths 



£ s. d. 

1 1 0 
110 
1 1 0 
0 10 6 

0 5 0 
0 10 6 

1 1 0 
3 3 0 
1 1 0 
0 5 0 
0 10 6 
2 2 0 
0 5 0 



0 10 6 
110 
1 11 6 



3 3 0 
2 2 0 
1 11 6 

0 5 0 

0 10 6 
0 10 6 

0 5 0 

2 2 0 

0 10 6 

0 5 0 

0 5 0 

0 10 6 

0 15 0 
0 5 0 
5 5 0 

0 10 6 



1 1 0 



2 2 0 
1 1 0 



NEOBENTHAMIA. 

931 gracilis, grand plants, with 2 and 3 healthy reeds 



0 10 6 



O RCH I DS — continued. 



2 5 

£ s. d. 



332 



333 

331 

335 

336 

337 
3 38 



939 

910 

941 

942 
913 

944 

945 

946 

947 

948 

949 

950 

951 

952 

953 



954 

955 

956 

957 

958 

959 

960 

961 

962 

963 

964 

965 

966 

967 

968 

969 

970 

971 

972 

973 



NEULAUCHEA. 

pulchella, fine plants, with about 12 bulbs, well leaved 

ODONTOGLOSSUM. 

Adrianae, strong plants, with 4 and 5 bulbs, 1 lead 

„ Vulcan, line plant, 3 bulbs, 1 lead . . 
amabile (Harryano-crispum x crispum) , fine plants, with 3 and 4 
bulbs, woll leaved . . 

Andersonianum, slrong plants, 4 to 6 bulbs, well leaved, 1 
strong lead . . 

ardentissimum (crispum, spotted vdr. x Pescatorei), fine plants', 
with 3 to 5 bulbs, well leaved 

ardentissimum (crispum. spotted var. x Pescatorei Oharlesworthii')' 

fine healthy plants, about 4 bulbs, well leaved ' 

aspersum, good plant, with 4 bulbs, 1 lead 

bictonense, strong plants, with about 6 bulbs, well leaved, 1 lead.'.' 
blandum, fine plants, 3 and 4 bulbs, well leaved .. .. ” 

Cervantesi, good plants, with about 10 bulbs, 2 and 3 leads 
Oharlesworthii (see Harryano-triumphans). 

cirrhosum, Strong plants, with 4 to 6 bulbs, well leaved, 1 lead .. 
citrosmum, fine plants, with 4 to 6 bulbs, well leaved, 1 good lead 
concinnum (Pescatorei x sceptrum), good healthy plants, with 2 
and 3 fine bulbs, Well leaved, 1 lead 
Cooksonii (see Hallii-crispum). 

Coradinei, strong plants, with 4 and 5 bulbs, woll leaved, 1 lead . . 
cordatum, gool plants, with 4 t„ 6 bulbs, well leaved, 1 lead 
crispum (finest typo), good plants, with 3 to 5 bulbs, 1 lead. . 

„ stronger plants, with 3 to 5 good bulbs, 1 fino lead 
,, chelsoni, healthy plant, 2 bulbs, 1 lead 
crispo Harryanum (syn. speotabile) (crispum xHarryanum), fine 
plants, with 3 and’ 4 good bulbs; well leaved, 1 is a good lead 
Edwardii, good plants, with 3 to 5 bulbs, well leaved, 2 leads 
excellens (Pescatorei x triumphans), fine healthy plants, with 4 to 
6 bulbs, well loaved, 1 lead 

Fascinator (Adrian® x crispum), fino plants, with 4 to 6 good bulbs', 
well leaved .. 

formosum (Rolfeie x Pescatorei Oharlesworthii), fine plants, with 3 
bulbs, 1 load 

gloriosum, fine plants, with about 6 good bulbs, 1 strong lead 

grande, fino plants, 5 to 7 bulbs, 2 and 3 leads 

Hallii, strong plants, 3 to 4 fine bulbs, well leaved 

„ leuooglossum, fine plants, with about 7 bulbs, well leaved, 
1 and 2 strong leads 

Hallii-crispum (Syn. Cooksonii), fine healthy plants, with 3 to 5 
bulbs, woll leaved, 1 load 

Harryano-triumphans (Syn. Oharlesworthii), strong plants, with 
about 8 grand bulbs, woll leaved, 1 lead 
Harryanum, strong plants, with 5 to 7 bulbs, well leaved, 1 lead 
harvengtense, fine plants, with 4 and 5 bulbs, well leaved, 
1 lead . . . , 

hastilabium, strong plants, with 3 to 5 bulbs, well leaved, 1 lead 
Hunnewellianum, fine plants, with 4 bulbs, woll leaved, 1 lead 
hystrix, fine plants, with 4 and 5 bulbs, well leaved, 1 strong lead 
Kegeljanii, fine plants, with 4 and 5 bulbs, well leaved .. 
laeve, line plants, with about 5 good bulbs, well loaved, 1 strong lead 
Lambeauianum (Rolfeie x crispum), fine healthy plants, with about 
5 strong bulbs, 1 fine lead 

Lindenii, fine plants, with 4 and 5 bulbs, well loaved, 1 load 
looohristiense, (crispum x triumphans), strong plants, with 4 to 6 
fine bulbs, woll leaved, 1 fine lead . . . . . . . . , . 



2 2 0 



0 5 0 
5 5 0 

110 

0 5 0 

1 1 0 

2 2 0 
2 2 0 
0 10 6 
110 
0 10 6 

0 5 0 
0 7 6 

0 10 6 

0 5 0 
0 10 6 
0 2 6 
0 3 6 
15 15 0 

110 
0 7 6 

0 10 6 

0 10 6 

5 5 0 
0 3 6 
0 7 6 
0 5 0 

0 10 6 

0 10 6 

3 3 0 
0 5 0 

0 10 6 
0 10 6 
0 3 6 
0 10 6 
0 10 6 
0 5 0 

3 3 0 
2 2 0 

0 5 0 
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O RCHI DS —continued. 



974 luteo purpureum, strong plants, with about 7 bulbs, well leaved, 

1 good lead . . . ■ . . ■ • • • • • 

975 maculatum, fine plants, d to C bulbs, well leaved, 1 lead 

976 madrense, fine plants, with about C bulbs, 1 lead 

977 mirandum, fine plants, with 4 to 6 bulbs, 1 load 

978 mulus, fine plants, with about 6 bulbs, 1 strong load 

979 nebulosum, strong plants, 8 fine bulbs, 1 good lead 

980 noevium, fine plant, 4 bulbs, 1 load .. .. 

93L (Erstedii, good plants, with 8 to 10 bulbs, well leaved, 2 and 3 leads 

982 Ossulstonii, (crispo Harryanum x Pescatorei Charlcsworthii), nice 

boaltby plants, with about 4 fine bulbs, well leaved, 1 strong lead 

983 Othello (Harryanum x Adriante), strong plants, with about 5 bulbs, 

well leaved, 1 lead .. .. •• •• •• •• 

984 Persephone (Pescatorei X Adrian*), fine plants, with about 5 bulbs, 

well leaved, 1 lead .. •• 

9S5 Pescatorei, very lino plants, with about 5 grand bulbs, well leaved, 

Phoebe (cirrhosumxcrispuru), strong healthy plants, with about 5 

bulbs, well leaveJ, 1 lead •••••,• 

plaiychilum, lino plants, with about 6 bulbs, 1 of which is a load 
pulchellum majus, fine healthy plants, with about 8 bulbs, well 

leaved, 1 and 2 good leads 

„„„ ramosissimum, very fine plant, with 4 bulbs, 1 load .. .. 

990 Rolfeae (Harryanum x Pescatorei), fine healthy plants, with about 3 

bulbs, well leaved, 1 lead ...... • • • • • • 

991 stronger plants, with 4 to 6 fine bulbs, well leaved, 1 strong 

lead . • . • • • • • • • • • • • • • * • * • 

992 Rossii majus, fine plants, 12 to 15 bulbs, 3 and 4 leads 

993 Ruckerianum, fine plants, with about 5 fine bulbs, 1 lead 

994 Sanderianum, strong plants, 4 bulbs, 1 lead . . 

995 sceptrum, fine plants, 4 bulbs, well leaved, 1 fine lead 

99G Schleiperianum, fine plants, with about 4 to 6 strong bulbs, we'l 
leaved, 1 lead 

997 spectablle (See crispo-Harryanum). 

998 Sylvia (ltolfeiex cirrhosum), fine plants, with 3 to 5 stiong bulbs, 

well leaved, 1 lead .. .. •• •• •• •• •• 

999 Tantalus (polyxanthum x Adriame), fine plants, with about 5 bulbs 

1000 tidrinum (Harryanum x fascinator), fine healthy plant, with 3 bulbs 

1001 triumphans, fine healthy plants, with 4 to 0 bulbs, well leaved, 



983 

987 

938 

989 



1 lead 



Distinction, fine plant, 6 bulbs, 1 lead 
princeps, fine plant, 4 bulbs, 1 lead 



1002 

1003 «• mi i*****.^—, k ' _ i i ii ii 

1001 Uro Skinnerii, fiiie plants, with 4 and 5 very good bulbs, well 

leaved, 1 strong lead .. •• •• •• •• 

1005 warnhamense (Hallii x Pescatorei), strong plants, with about u 

fine bulbs, 1 lead .. .. .. .V , ' '. 

1006 Watsonianum (loochristicnsex crispum), fine plants, with about 

4 bulbs, well leaved, 1 strong lead .. ■■ •• •• ■■ 

1007 Wilckeanum (crispum x luteo-purpureum) , fine healthy plants, 

with 4 and 5 bulbs, well leaved, 1 strong lead 



£ s. d. 



0 5 0 
0 5 0 
0 10 6 
0 10 6 
2 2 0 

0 7 6 
110 
0 10 6 

3 3 0 

1 1 0 

3 3 0 

0 3 6 

3 3 0 
110 

0 3 6 

1 1 0 

1 1 0 

3 3 0 

0 3 6 
0 10 6 

1 1 0 

0 7 6 

1 1 0 



3 3 0 
5 5 0 
110 

0 3 6 

4 4 0 
3 3 0 

0 10 6 

0 10 6 

1 1 0 
0 10 6 



HYBRID ODONTOGLOSSUMS. 



1003 Andersonianumx crispum, strong plant, 3 bulbs, 1 lead 

1009 Hallii x crispum, strong plant, 4 bulbs, 1 lead . . . . 

1010 triumphans x Adrian*, strong plants, 3 and 4 bulbs, 1 lead 



ONCIDIUM. 

1011 altissimum, fine healthy plants, with about 5 bulbs, well leaved, 

1012 aurosum, lino healthy plants, with 4 and 5 bulbs, 1 lead 



2 2 0 
2 2 0 
2 2 0 



0 10 6 
0 5 0 
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1013 Balderammse, fine plant, 4 bulbs, 1 lead 

1014 Batemanii, good healthy plants, with 3 to 5 Bulbs .. 

1015 bicallosum, lino lants, with 4 to 5 strong leaves 
101G carthagenense, fine plants, with 4 to 6 leaves 

1017 Cavendishianum, good plants, with 4 to 6 splendid leaves 

1018 chairophorum, line strong plants, with about 0 strong bulbs, well 

leaved 

1019 ,, grand plants, with 15 to 20 bulbs, 3 and 4 fine 

leads 

1020 chrysopyramis, good plants, with 3 to 5 fine bulbs 

1021 Claesii, fine healthy plants, with about 3 bulbs 

1022 concolor, good plants, with about 7 bulbs, well leaved 

1023 crispum, strong plants 

1024 Croesus, line plant, 6 bulbs, 3 leads 

1025 cucullatum, line healthy plants, with 5 to 7 bulbs .. 

1026 curtum, lino plants, with 4 to 6 bulbs, well leaved 

1027 flexuosum, lino plants, with about 9 to 12 bulbs, woll leaved 

1028 Forbesii, fine healthy plants, with 5 to 7 bulbs 

1029 graminifolium, fine plants, with 4 to G good bulbs . . 

1030 Gravesianum, fine healthy plants, with about 7 bulbs 

1031 Harrisonianum, nice plant, with about 4 bulbs 

1032 incurvum, fine plants, with about 7 good bulbs 

1033 Kramerianum, good healthy plants, with 5 to 7 bulbs, well leaved 

1034 lamelligerum, fine strong plants, with 4 to 6 bulbs, well leaved . . 

1035 Lanceanum, strong plants, with 6 and 7 fine leaves 
103G leucochilum, nice plants, with 4 and 5 bulbs, well leaved 
1037 luridum, fine plants, with 4 and 5 healthy leaves 

103S macranthum, healthy plants, with 3 to 5 tine bulbs, well leaved . . 

1039 maculatum, fine plants, 4 bulbs, 1 lead 

1040 Marshallianum, strong plant, 5 to 7 bulbs, 1 lead .. 

1041 microchilum, fine strong plants, with 8 and 9 well leaved bulbs .. 

1042 oblongatum, very strong plants, with 4 and 5 fine bulbs, well leaved 

1043 ornithorhynchum, good plants, with 4 to G fine bulbs, well leaved 

1044 Papilio majus, fino healthy plants, with 4 and 5 fine bulbs 

1045 phymatochilum, fino plants, with 4 to G bulbs, well leaved 
104G praetextum, good plants, with 4 to 7 bulb3, woll leaved 

1047 pubes, fine plants, with 4 to 6 bulbs 

1048 pulchellum, nice plants, with 4 to G leaves 

1049 pulyinatum, good plants, with G and 7 bulbs, well leaved 

1050 rubescens, strong plant, 6 bulbs, 1 lead 

1051. sarcodes, fine plants, with 3 to 5 bulbs, well leaved 

1052 Schlimii, fino plants, with about 5 to 7 good bulbs, well leaved 

1053 serratum, fine plants, with 4 to 6 very tine bulbs 

1054 sphacelatum, fine healthy plants, with 5 to 7 bulbs, well leaved . . 

1055 superbiens, healthy plants, with 3 to 5 fine bulbs, well leaved 
105G tetracopis, strong plant, 4 bulbs, 1 lead 

1057 tigrinum, fine healthy plants, with 4 to G bulbs, well leaved 

1058 „ stronger plants, with 4 to G very fine bulbs, woll loavcd .. 

1059 trulliferum, fine plants, with 3 to 5 bulbs 

1060 undulatum, healthy plants, with 2 and 3 good bulbs 

1061 unguiculatum, fine plant, 3 bulbs, 1 lead 

1062 uniflorum robustum, fine plants, with about 9 to 12 bulbs, well 

leaved . . 

1063 varicosum Rogersii, fine plants, with 4 to G bulbs, well leaved .. 
10G4 Wentworthianum, fine plants, with 4 to G good bulbs, well leaved 



ORNITHIDIUM. 

1065 coccineum, fine plant, 14 bulbs, 8 leads 

106G Sophronitis, very fine hoaltby plants, with about 50 well-loaved 
growths 



£ s, d. 



0 5 0 
110 
0 10 6 
0 10 6 

0 10 6 

1 1 0 
0 10 6 
2 2 0 

0 5 0 
0 10 6 

1 1 0 
0 5 0 
0 5 0 
0 10 6 
0 5 0 
0 10 6 
0 7 6 
110 
0 5 0 
0 10 6 
2 2 0 
110 
0 10 6 
0 10 6 
0 10 6 
0 10 6 
0 10 6 
0 10 6 
0 10 6 
0 5 0 
0 10 6 
0 5 0 
0 5 0 
0 3 6 
0 10 6 
0 10 6 
110 

0 5 0 
110 
0 10 6 
0 10 6 
0 10 6 

1 1 0 
0 3 6 

0 5 0 

1 1 0 
1 1 0 
0 15 0 

0 10 6 
0 3 6 
0 5 0 



110 
0 10 6 
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O RC H I D S — continued. 



ORNITHOCEPHALUS. 



1067 grandiflorus, healthy plant, with 1 strong growth, having about 7 
good leaves 



PER ISTERIA. 

1068 elata, line healthy plants, with 2 bulbs .. 

1069 guttata, fine plant, with 3 bulbs .. .. 

PHAIUS. 

1070 Cooksonii (Wallichii x tuborculosus), healthy plants, with 2 and 3 

bulbs, well leaved 

1071 fiavus, fine well leaved plants, with 2 and 3 bulbs 

1072 grandiflorus, strong plants, with 3 bulbs, well leaved 

1073 „ 4 fine bulbs, well leaved .. 

1074 maculatus, good plants, with 2 bulbs .. 

1075 Norman (Sandorianusx tuberculosus), strong plants, with 2 and 3 

good bulbs, well leaved 

1076 „ aureus, strong plants, with 2 and 3 leafy bulbs 

1077 „ roseus, strong plants, with 2 and 3 bulbs, well leaved 

1078 Phoebus (Sanderianus x Humblotii), fine plants, with 3 and 4 bulbs, 

well leaved 



PHAL/ENOPSIS. 

1079 amabilis, healthy plants, with 2 leaves 

1080 Aphrodite, healthy plants, with 2 fine leaves . . 

1081 Buyssoniana, fine plants, with 3 and 4 good leaves . . 

1082 denticulata, good plants, with 4 and 5 loaves 

1083 Esmeralda, fine healthy plants, with 4 and 5 loaves 

1084 grandiflora, fine plants, with 3 and 4 good leaves 

1085 Lindenii, nice plant, with 2 good leaves 

1086 Lueddemanniana, good plants, with 3 and 4 healthy leaves 

1087 Regnieriana, strong plants, with 3 and 4 healthy leaves .. 

1088 Rimestadiana, good plants, with 2 and 3 healthy leaves . . 

1089 „ stronger plants, with 2 and 3 very fine loaves 

1090 „ grand plants, with 3 specially fine leaves . . 

1091 rosea, good plants, with 3 and 4 nice leaves . . 

1092 Sanderiana, nice healthy plant, with 3 very good leaves .. 

1093 Schilleriana, fine healthy plants, with 2 grand leaves 

1094 „ stronger plants, with 2 fine leaves 

1095 „ (semi-established), very fine plants, with 2 and 3 large 

leaves 

1096 Stuartiana, very fine plants, with 3 and 4 splendid leaves 

1097 violacea, fine plants, with 3 and 4 good leaves 

PHOLIDOTA. 

1098 conchoidea, fine plant, with 8 grand bulbs, 5 of which have 

leavos, 2 strong leads . . . . . . 

1099 imbricata, strong plants, with 6 to 9 bulbs, well leaved, 1 and 2 loads 

1100 ventricosa, fine healthy plants, with 6 to 8 growths, well leaved, 2 

and 3 leads 



PLATYCLINIS. 



1101 Cobbiana, fine plants, with about 20 bulbs, well leaved 



H s. d. 



1 11 6 



0 10 6 
110 



1 11 6 
2 2 0 

0 7 6 
0 10 6 

1 1 0 

1 1 0 
1 11 6 
1 11 6 

2 2 0 



0 10 6 
0 10 6 
0 10 6 
110 
0 10 6 
1 1 0 
3 3 0 
0 10 6 
0 10 6 
0 10 6 
0 15 0 
110 
0 10 6 
110 
0 10 6 

0 15 0 

1 1 0 
3 3 0 
1 1 0 



110 
0 10 6 

0 10 6 



1 1 0 
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1102 cornuta, fine plants, with about 25 bulbs, well-leaved 

1103 ouneata, fine plants, with 15 to 20 bulbs, well leaved 

1104 flliformis, nice healthy plants, with about 15 bulbs, well leaved .. 

1105 glumacea, fino plants, with 12 to 15 bulbs, well leaved 

„ very fine strong plant, 30 bulbs, 7 leads . . 

1106 latifolia, fine plants, with about 20 bulbs, well leaved 

1107 longifolia, fine plants with 12 to 15 bulbs, well leaved 

1108 uncata, fine strong plant, 25 bulbs, 6 leads 

PLEIONE. 

1109 birmanica, fine plants, with about 6 bulbs 

1110 humilis, fine plants, with 5 and G bulbs. . 

1111 lagenaria, fine plants, with 5 and 6 bulbs 

1112 maculata, fine plants, with 5 and 6 bulbs 

1113 praecox, fine plants, with 5 and 6 bulbs . . 

1114 Wallichiana, fine plants, with 5 and G bulbs . . 

PLEU ROTHALLIS. 

1115 cumcifolia, nice plants, with about 9 leaves . . 

111G loranthophylla, fine plants, with about 10 leaves .. 

1117 macroblepharis, fine plants, about 20 leaves. . 

1118 ornata, fine plants, with about 20 leaves 

1119 Roezlii, healthy plant, with about 7 leaves 

1120 rubens, fine plants, about 9 leaves 

1121 Scapha, strong plants, 15 leaves, 4 leads. . 

POLYSTACHYA. 



1122 bracteosa, good plant 

1123 Lindleyana, nice plants, well leaved 

1124 rhodoptera, fine plants, well leaved 

PROMEN£A. 

1125 citrina, strong plants, with 15 to 20 bulbs, G to 8 leads 

1126 stapelioides, strong plants, with 10 to 15 bulbs, 3 and 4 leads 

RENANTHERA. 

1127 Imschootiana, fine plant, G pairs of leaves 

1128 „ stronger plant, with 7 to 10 pairs of loaves. . 

1129 „ very strong plant, with 9 to 12 pairs of leaves 

1130 Storiei, good, healthy plant, with 1 fine stem 

RESTREPIA. 

1131 antennifera, fine plant, with 20 leaves, 4 leads 

1132 elegans, fino plant, with 22 leaves, 3 leads 

RHYIMCOSTYLIS. 

1133 retusa praemorsa, fine. plant, 4 leaves.. 

RODRIGUEZIA. 

1134 planifolia, fine plant, 5 bulbs, 2 loads . . 



£ s. d. 

110 
1 1 0 
0 10 6 
0 10 6 
2 2 0 
110 
1 1 0 
110 



0 2 6 
0 5 0 
0 5 0 
0 2 6 
0 7 6 
0 3 6 



0 10 6 
0 10 6 
0 10 6 
0 10 6 
110 
0 10 6 
2 2 0 



1 1 0 
110 
110 



110 
1 15 0 



110 
1 11 6 
2 2 0 
5 5 0 



0 10 6 
1 1 0 



1 1 0 



1 1 0 



3 ° 



ORCHIDS — continued. 



SACCO LABIUM. 



1135 ampullaceum, good plants, with 7 and 8 leaves 

1136 bellinum, strong plant, with 4 pairs of leaves 

1137 Blumei majus, good plants, with 3 and 4 pairs of loaves . . 

11 38 ,, stronger plants, with 4 and 5 pairs of loaves 

1139 giganteum, strong plant, with G leaves 

1140 guttatum, splendid plants, with 8 to 10 leavos 

1141 pallens, fine plant, with 11 leaves 

SARCOCHILUS. 

1142 Hartmannii, fine plant, with 3 growths 

SCHOMBU RGKIA. 

1143 Humboldtii, good plants, with 1 lead .. 

4444 M stronger plants, with 7 and 8 bulbs 

1145 tibicinis, good plant, with good lead 

SCUTICARIA. 



1146 Had wenii, fine plants •• 

2147 ,, stronger plant, with 9 to 12 good leaves . . 

1148 Steelii, fine plants 

1149 tl stronger plants, with 9 to 12 good leaves 

SOBRALI A. 



1150 A mesiae, good plant, woll leaved . . 

H 51 n strong plants, well leaved 

1152 leucoxantha, good plants, with 4 to 6 growths 

1153 Lowii, fine plants, 4 to 6 growths 

1154 macrantha, fine plants, 6 to 8 growths 

H 55 M stronger plants, with 15 to 20 growths 

1156 Ruckerii, fine plant, with 20 growths .. .. •• •• 

1157 Yeitchii (macrantha x xantholeuea), fine plant, with 20 growths 

1158 „ aurea, good plants 

1159 xantholeuea, fino plant •• 

1100 M strong plant, with 9 strong growths .. 

SOPHRONITIS. 



1161 grandiflora, fine plants, witli 10 to 15 well-leaved bulbs, 4 and 5 

leads 

1162 cocoinea, nice plant, with 28 good bulbs 

SPATHO GLOTTIS. 

1183 aureo kewensie, grand plant, with 5 bulbs, 2 of which are new .. 

1164 Fortunei, 3 and 4 bulbs .. • • ••. 

1105 Kewensis (plicata MicholitznxViellardn), nice plant 

1166 „ stronger plant, with 3 to 5 bulbs 

1167 Kimballiana, strong plant, with 4 good bulbs 

1168 plicata, good plant, with 3 fine bulbs 

1169 ,, alba, good plant, with 2 bulbs . . 

1170 Yiellardii, strong plants, with 2 and. 3 bulbs 

1171 Yietchii, good plants, with 2 and 3 fine bulbs 

1172 stronger plants, 4 and 5 fino bulbs 



£ s. d. 



110 
2 2 0 
0 10 6 
110 
1 It 6 
110 
1 1 0 



1 1 0 



1 1 0 
1 11 6 
1 11 6 



110 
1 11 6 
110 
1 11 6 



110 
1 11 6 
110 
1 1 0 
0 10 6 
1 11 6 
2 2 0 
2 2 0 
2 2 0 
2 2 0 
3 3 0 



0 5 0 
2 2 0 



3 3 0 
2 2 0 
110 
3 3 0 
3 3 0 
110 
110 
1 1 0 

3 3 0 

4 4 0 
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1173 

1174 

1175 

1176 

1177 

1178 

1179 

1180 
1181 
1182 

1183 

1184 

1185 



1186 

1187 



1188 

1189 



1190 

1191 

1192 

1193 

1194 

1195 



1196 

1197 

1198 

1199 

1200 
1201 
1202 

1203 

1204 

1205 

1206 

1207 

1208 
1209 



1210 

1211 



STANHOPEA. 

Amesiana, fine plant, with 4 good bulbs 
Bucephalus, strong plant, with 8 bulbs 
grandiflora, fine plant, with 9 bulbs, 2 leads . . 
eburnea, fine plants, with 5 bulbs, 1 lead 
Haseloviana, fine plants, 12 bulbs, 1 lead 
nigro-violacea, good plant, with 7 bulbs 
oculata, fine plant, with 9 bulbs .. 

,, vensuta, good plants, with 5 strong bulbs 
platyceras, good plant, with 4 bulbs . . 

,, fine plant, with 6 bulbs 

Ruckeri, fine plants, 7 bulbs, 1 lead 
tigrina, strong, healthy plants, with 4 to 6 grand bulbs 

,, superba, splendid plants, with 6 to 8 bulbs, strong load 



STE NOG LOTT IS. 

fimbriata, nice plant, with good growth 
longifolia, strong plants, with 3 and 4 growths- 

TAINIA. 

penangiana, good plants, with 3 and 4 bulbs 

„ strong plants, with 5 to 7 good bulbs . . 



THUNIA. 

alba, fine plant, 1 strong bulb and lead 

Bensoniae, fine plant, 1 strong bulb and lead 

Marshalliana, nice plant . . . . 

,, stronger plant . . 

„ ionophlebia, very fine plant, 1 strong bulb and 

lead . . 

Yeitchii, nice plant. . .. .. .. 



TRICHOPILIA. 

Backhousiana, fine plants, with 3 bulbs 

,, strong plants, with 5 very fine bulb 

coccinea, fine plants, with 4 to 6 bulbs 

,, strong plants, with 10 very fine bulbs 
,, marginata, very strong plant, with 15 fine bulbs, 2 leads 

fragrans, fine plants, with 5 to 7 good bulbs . . 

,, strong plants, 6 to 8 fine bulbs 

,, nobilis, fine plants, with 6 to 8 strong bulbs, well loavod 
,, ., strongplauts, with9 to 12 good bulbs, 2aud 3 leads 

Lehmannii, good plant, with 4 bulbs .. 
suavis, fine plants, with 4 to 6 bulbs 
,, strong plants, 4 to 6 fino bulbs .. 
turialvae, fine plant, with 7 bulbs, 1 strong lead 

,, strong plants, with 10 fine bulbs, 2 strong leads . . 

TRICHOSMA. 

suavis, good plant, with 4 to 6 growths. . 

,, extra strong, with 10 to 12 growths 
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3 3 0 
3 3 0 
2 2 0 
2 2 0 
110 
3 3 0 
110 
1 1 0 
110 
2 2 0 
2 2 0 
0 10 6 
1 1 0 



0 10 6 
1 1 0 



110 
1 11 6 



1 1 0 
0 15 0 
0 5 0 
0 10 6 

2 2 0 
0 10 6 



1 11 6 
3 3 0 
0 10 6 
1 1 0 
3 3 0 
0 10 6 

0 15 0 
110 

1 11 6 
1 1 0 
0 5 0 
0 10 6 
3 3 0 
5 5 0 



0 10 6 
110 



3 2 



O RC H I DS — continued. 



UROPEDIUM. 



1212 Lindenii, fine healthy plant, with 3 strong growths .. 



VANDA. 



1213 Amesiana, good plants, with woll leavod growth 

1214 „ strong plants, with lino well leaved growth 

1215 „ extra fine plants, with 2 and 3 good growths 

1210 Bateinannii, fine strong plant, with 12 fine leaves 

1217 Bensoniae, fine healthy plants, with 3 and 4 pairs of leaves 

1218 „ strong plants, with 5 and 6 pairs of leaves 

1219 ccerulea, fine plants, with 4 and 5 pairs of leaves 

1220 „ strong plants, with 5 and G pairs of leaves 

1221 „ extra strong plants 

1222 coerulescens, nice plant, with 9 good leaves 

1223 „ Boxallii, strong plant, with 12 fine leaves 

1224 Gowerii, fine plant, with 17 good leaves. . 

1225 Hookeriana, good plants, 12 to 15 loaves 

1226 Kimballiana, fine plants, with 2 and 3 growths 

1227 „ strong plants, with 3 and 4 growths 

1228 „ very fino plants, with 4 and 5 extra strong growths . . 

1229 lamellata, fine healthy plant, with 4 good loaves 

1230 „ Boxallii, fine healthy plant, with 9 good leaves 

1231 Parishii, fine healthy plant, with 5 leaves 

1232 „ Marriottiana, with 4 leaves 

1233 pumila, very good plant, with 11 healthy leaves 

1234 suavis, fine plants, with 10 to 12 pairs of leaves 

1235 Veitchii, good plants, with 5 and G pairs of loaves 

1236 „ stroDg plants, with 5 and 6 pairs of leaves 

1237 „ extra fine plants, with G to 8 pairs of leaves 

123S teres, fine, well leaved plants, about 18 inches high . . . . 

1239 ,, stronger plants, with 1 well leaved stem about 2 ft. high 

1240 „ Candida, nice plant, about 12 inches high, with 9 good leaves 

1241 „ gigantea, fine plants, about 18 inches high 

1242 ,, ,, strong plants, about 2 ft. high 

1243 tricolor, nice plants, 4 to G pairs of leaves 

1244 „ strong plants, with 12 pairs of loaves . . 

1245 ,, insignia, fine plants, with 6 to 8 pairs of leaves . . 

124G Watsonii, fino healthy plant, with 12 loaves .. 



VANILLA. 



1247 aromatica, strong, healthy plants 

1248 planifolia, strong, healthy plants 



WARSCEWICZELLA. 



1249 Candida, nice plant, with 2 old and 1 new growths . . 
12E0 cochleata, fine plant, with 2 strong growths .. 

1251 discolor, good plant, with 5 growths 

1252 „ very fine plant, with 5 fino growths .. 

1253 velata, fine plant, with 2 growths 

1254 Wailesiana, splendid plant, with 3 strong growths .. 

1255 Wendlandiana, grand plant, with 2 well leaved growths 



U s. d. 
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£ s. d. 

ZYGOPETALUM. 



1256 Burkei, plant, with 8 good bulbs, 2 loads 

1257 „ very strong plant, with 12 bulbs. 2 strong leads 

1258 crinitum, tine plants, with 5 bulbs, 1 lead 

1259 „ strong plants, with 9 to 12 bulbs, 2 and 3 strong leads . . 

1260 Gautierii, fine plant, with 4 bulbs, 2 leads 

1261 Maokayi majus, fine plants, with 3 bulbs, 1 lead .. 

1262 „ intermedium, strong plants, with 4 to 6 very fine bulbs, 

1 lead 

1263 Murrayanum, nice healthy plant, with 8 good bulbs, 2 leads 

1264 Perrenoudii, strong plant, with 6 bulbs, 1 lead 

1265 rostratum, fine plant, with 3 good bulbs, 1 lead 

1266 „ strong plant, with 7 good bulbs, 2 leads 

1267 triste, nico plant, with 5 bulbs, 1 lead . . 



1 1 0 
2 2 0 
0 10 6 

0 15 0 

1 1 0 
0 7 6 

0 5 0 
110 

3 3 0 
2 2 0 

4 4 0 
3 3 0 



ZYLOBIUM. 

1268 leontoglosum, fine plant, with 5 good bulbs, 1 lead 

1269 „ strong plant, with 10 bulbs, and 2 leads 



110 
3 3 0 



LIST OF SUNDRIES. 



The following are all of the finest quality, and we can highly 

recommend 

Bull’s Potting Compost for Cypripediums. This Compost, specially prepared 
by ourselves, has proved after some years’ use the greatest boon in Cypripedium 
culture. The extraordinary way Cypripediums root in it and their extreme vigour 
of growth astonishes all visitors to our Nurseries and convinces thorn of its 
extreme utility. After potting the plants in the Compost, it is only necessary 
to surface with Sphagnum Moss. Having proved itself of such groat value to 
ourselves, we have much pleasure in offering it with the greatest confidence to 
other Cultivators. In sealed sacks, 20/— 

Osmunda Fibre. Specially recommended, as being the finest and most durable 
material yet used for all Orchids. 10/6 per bag. 

Peat. Bost fibrous. 7/6 per bag ; 20/- per sack. 

Leaf Soil Compost. We can supply this mixture as used by ourselves, consisting 
of a portion of leaves, peat fibre, moss, etc., ready for use. 15/ por Sack 

Leaf Soil. Prepared ready for mixing with other material. 10/6 per Sack 

Selected Sphagnum Moss. The bost obtainable 3/6 per Bushel ; 12/- per Sock. 

Celluloid Labels. Very durable 4 in.. 5/- per 109 ; 5 in.. 6/- per 100 
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FOREIGN ORDERS. 

Owing to the great difficulty of collecting accounts abioad, 
we respectfully intimate that a remittance must accompany all 
foreign orders sufficient in amount to cover cost of order, pack- 
ing and carriage, or an order must be sent for payment in London. 

In ordering it will be only necessary to quote marginal numbers. 



Royal Warrant Holders to His Majesty Ths Kino. 

- A - " & & & , 

CATALOGUE OF 

Up-to-date — — 

HYBRID 

AND OTHER 

ORCHIDS. 

Offered by 

WILLIAM BULL & SONS, 

fiatabltebment for Hew ant> IRare plants, 

KING’S ROAD, CHELSEA, LONDON, S.W. 

Cables and Telegrams:— ■* BULL, CHEL8EA, LONDON." 



